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MODERN CIVILIZATION 


still needs the essentials ! 


1. AIR 
2. FOOD 
3. WATER 


4. WARMTH 


and No. 5 


New CLASSIC TEETH 


New Classic Teeth are obtainable from your usual dealer or from 


SOLE WORLD DISTRIBUTORS: 


COTTRELL & CO. 


15-17 CHARLOTTE STREET LONDON 


Telephones : LANGHAM 5500 (20 lines) Telegrams : “ TEETH, RATH, LONDON” 
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BRITISH DENTAL JOURNAL 


The Journal of the British Dental Association 
(Incorporating the ‘Mouth Mirror’? and the “Dental Gazette ’’) 
First and Third Tuesdays in each month 
Price to non-members - 2s. Gd. per copy. Postage 3d. Annual Subscription €2 10s. post free 


CONTENTS 
Original Communications 


Dental Education in Buenos Aires. By Dr. MARIO G. BANCALARI 


Dental Education in the United States of America—A Comparison with the British System. By J. L. 
Harpwick, M.D.S., Ph.D 


A Brief History of the Dental Hygiene Movement in the United States. By Harrier F. WaAHLANDER, 
Short Communications 
Simple Orthodontic Appliance Construction. By NorRMAN WiLb, M.Sc., L.D.S. 


Geminated Incisor and Dilated Composite Odontome in the Same Patient. By D. P. Cookson, B.D.S.Mane., 
and A. R. H. Woops, L.D.S.Fdin. ‘ 135 


Supernumerary Teeth. By G. Moor 135 
Editorial 
The Future of the Schools - 136 


Continued overleaf. 


There is only ONE 


XYLOCAINE 


now obtainable in 


STANDARD DENTAL CARTRIDGES 


XYLOCAINE HYDROCHLORIDE 2% WITH ADRENALINE 1|-80,000 BOXES OF 100 45- PER BOX 


Obtainable from your usual dental supplier or direct :- 


DUNCAN, FLOCKHART CO.,LTD. 


EDINBURGH LONDON 
104-8 Holyrood Road 155-7 Farringdon Road, E.C.! 
* Regd. Trode Mark 
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ONTENTS—continued 


Notes and Comments 


The Health Service 


Health Service Charges 


The Dentists’ Provident Society 13 
Dental News 142 


Qualitication for Practice in Canada 


Obituary 


Encouraging Statistics 13 


Bruce Gilmour McKechnie 


Fifty Years Ago 
Our Diary 


Letters to the Editor 
Supplement 


Treatment of Gangrene of the Pulp by the 
Walkhoff Method (Horace H. Boyle) 138 


Association Notices . . 2 


Ihe Odontological Museum (J. Menzies Branches and Sections 28 
Campbell) 


Magic in Dentistry (William Harper) 139 Candidates for,Membership . iy 28 
Ditlering Canes Susceptibility Identical 
Twins (Derrick M. Oxford) 1349 | Forthcoming Meetings at Headquarters _. 28 


Reviews and Abstracts 140 | Educational Supplement .. 29 


Not your responsibility 


and yet... 


ONCE you, and the patient, are satisfied that a 
new set of dentures fits perfectly, you have fulfilled 
your part of the contract. 


Sut, until they get used to the idea, most people are self- 
conscious about wearing dentures: a selt 
likely to increase if they find it difficult to keep those 
dentures clean. 


consciousness 


So, although it is not your responsibilit ir advice 
on denture hygiene is likely to be appreciated 


THE METHOD YOU MAY CONSCIENTIOUSLY ADVISE 


Since you will be aware of the efficiency of oxygen as a 
cleaning avent, vou may confidently advise Steradent — 
the oxvyven denture cleaner. When immersed in a 
Steradent solution, dentures are cleaned, disintected and 
deodorised as only oxygen can clean, disinfect and 
deodorise. The removal of film is completed by brushing 


and rmsing under a tap. 


Steradent 


Specially made to “oxygen-clean” dentures 


FE T AND COLMAN 
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OFFICIAL ang LEGAL NOTICES 7s 
30s.). 


PRACTICES for SALE and WANTED PARTNERSHIPS, 
APPOINTMENTS and SITUATIONS VACANT: 30 words or less 
20s. (21s. with a Box No.), each ad nal 6 words or lem 4s 
EQUIPMENT for SALE and WANTED, HOUSES and 
PROFESSIONAL PREMISES, HOTELS and APARTMENTS 
MOTOR CARS, TRADE ANNOUNCEMENTS, DENTAL 
LABORATORIES and MISCELLANEFO! 30 words or less 24s. 
(6s. with a Box No.), cach additiona words or less 4s. 

APPOINTMENTS and SITUATIONS WANTED: 24 words or less 
12s. (13s. with a Box No.), each additional 6 words or less 36. 
All smal! advertisements MUST be PREPAID before insertion. 


September 2, 1952 BRITISH DENTAL JOURNAL 


CLASSIFIED ADVERTISEMENTS 


6d. per line (minimum 


Cheques and P.O. Orders should be made payable two the “British 
Dental Association’’ and crossed “Midland Bank 

Orders and remittances for advertisements must reach the Journal! 
Manager, at 13, Hill Street, Berkeley Square, London, W.1, at least 
11 days before publication date. Advertisements cannot be accepted 
by telephone. 

Repiics to Box Numbers should be addressed Box No.—c/o B.D_J., 
13, Hill Street, Berkeley Square, London, W.1. A Box Number is 
used in place of name and address to concea! identity of advertiser. 
In ao circumstances will this tuformation b. divulged by this office. 
Teleph for ne to advertisers under Box 
Nembers cannot be accepted. 


h A 


are before applying for any public dental 
appointments advertised in the lay Press t© communicate with The 
Secretary, 13, Hill Street, Berkeley Square, London, W.1. 


COMMENCEMENT OF SESSION 


UNIVERSITY of Manct ester The NEXT SESSION commences 
on Thursday, October 1952 


EXAMINATION DATE 


OYAL College of Surgeons of England ALTERATION in 

FINAL F.D.S. EXAMINATION DATE, 1953 The date of 

the Finai F.D.S. Examination has been changed from December 9 

1952 to January 15, 1953. For further details please apply to the 

Examinations Secretary, Examination Hal!, Queen Square, W C1 
Tel.: HOLborn £892, 


COURSES 


ACULTY of Dental Surgery (Royal College of Surgeons of 
England) and Institute of Dental Surge (University of 
London). A full-time Postgraduate Course in GENERAL, ORAL 
and DENTAL SURGERY of ecight weeks duration will commence 
on October 27 1952. The course will include Lectures and Clinical 
Demonstrations at the Institute of Dental Surgery and at Genera! 
Hospitals, visits to Maxillo-Faciai Centres and evening lectures at 
the Royal College of Surgeons of England. The fee for the course 
will be £31 10s. or for the Lecture course only, £10 10s. (10s. 
single lectures). Full particulars of these courses may be obtained 
On application to the Secretary, Faculty of Dental Surgery, Royal 
College of Surgeons of England, Lincoin’s Inn Fields, London, 
W.C.2. Tel.: HOLborn 3474 


NSTITUTE of Dental Surgery (University of London), Eastman 

Dental Hospital, Gray's Inn Road, London, W.C.1. A full- 
time REFRESHER COURSE of two weeks’ duration (excluding 
Saturdays) will commence on Monday, November 3, 1952. This 
course is’ planned for GENERAL PRACTITIONERS and wil! 
consist of demonstrations and lectures on various aspects of 
Anasthetics, Conservation, Children’s Dentistry Minor Ora! 
Surgery, Orthodontics, Periodontia, Prosthetics and Radiology. 
The number of vacancies will be limited and the fee will be £10. 
A full-time POSTGRADUATE COURSE of two weeks’ duration 
(excluding Saturdays) consisting of lectures, clinical demonstrations 
and practica! instruction in FULL DENTURE and IMMEDIATE 
DENTURE TECHNIQUE will commence on Monday, November 
17, 1952 The course will be limited to ten members and the 
fee will be £15 A REVISION COURSE in CHILDREN’S 
DENTISTRY (excluding Orthodontics) will be held on Tuesdays 
and Fridays from 10 am. to § p.m. for three weeks commencing 
on December 2. 1952 This course is planned for General 
Practitioners and Local Authority Dental Officers. Sessions will be 
devoted partly to lectures and partly to clinical demonstrations. 
The course will cover such aspects of children’s dentistry as the 
treatment of fractured incisors, root canal therapy, apicectomy, 
space maintenance, developmental abnormalitics, caries control, 
dental radiography, etc The course will be limited to cight 
members and the fee will be £5. Further details of these courses 
and application forms may be obtained from the Dean 


NSTITUTE of Dental Surgery (University of London), Eastman 

Dental! Hospital, Gray’s Inn Road, London, W.C.1. Facilities 
are available in the laboratory for a limited number of DENTAL 
TECHNICIANS to undertake FULL-TIME INSTRUCTION in 
the following subjects: (a) Fixed Orthodontic Appliances; (b) 
Removatte Orthodontic Appliances: (c) Ful! Dentures; (d) Inlay 
Crown and Bridge Work; (e) Meta! Partial Dentures; (f) Immediate 
Pull Dentures and Obturater Appliances. The duration of instruc- 
tion for any one individual subject will be one month and the fee 


wil] be tive guincas A course including al! subjects will be limited 
to six months and the fee will be fifteen guineas. Special practical 
instruction can also be provided for candidates taking the fina 
City and Guilds Certificate examination Conditions will be 
subject to the individual requirements of the applicant Application 
forms may be obtained from the Dean 


PUBLIC APPOINTMENTS 


TORTH West Metropolitan Regional Hospital Board W hole 
ume SENIOR HOSPITAL DENTAL OFFICER required 
(salary £1,300-—£1,750 per annum) at West Middlesex Hospital, 
Isleworth, Middlesex. (1,157 beds) The Dental Department has 
recently been extensively enlarged and modernised and will eventually 
provide a comprehensive consultant service Beds are available 2 
Hospital may be visited by direct appointment Detailed applica ' 
tion, giving date of birth, and three referees to Secretary, North 
West Metropolitan Regional Board, Ila, Portland Place, W.1, by 


September 40, 19452 


\ JESTERN Regional Hospital Board Applications are invited 

rom suitably qualified Dental Practitioners for the following 
appointment, which will be for one year in the first instance E 
SENIOR REGISTRAR in DENTISTRY for the ORTHODONTIC 
DEPARTMENT of Glasgow Dental Hospital Applications (twelve 
comes) stating age, qualifications and expericnce and present appoint 
ment, and giving the names of three referees should be submitted 
mot later than September 14, 1952. to the Secretary, West 
Regional Hospital Board, 64, West Regent Sturect, Glasgow, C.2 
The above appointment will be subject to the National Health 
Service (Scotland) (Superannuation) Regulations 


| IVERPOOL Regional Hospital Board Alder Hey Children’s 


4“ Hospital Applications are invited for the post of whole 
time REGISTRAR in DENTISTRY with duties at the above 
hospital The post will provide opportunities for training in 


children’s dentistry with the study of associated conditions. Forms 
of application from and tw be returned to Dr. T. Lioyd Hughes 
Senior Administrative Medical Officer, Liverpool Regional Hospital! 
Board, 19, James Street, Liverpool, 2, to be received not later than 
September 20. Vincent Collinge. Secretary to the Board 


ORTH West Metropolitan Regional Hospital Board DENTAI 

REGISTRAR required at Central Middlesex Hospital, Park 
Royal, N.W.10, and other hospitals in the Group. Whole-time 
resident Recognised for F.D.S Vacant November 27, 1952 
Hospitals may be visited by direct appointment Application 
forms obtainable from and returnable to Secretary, Centra 
Middlesex Group H.M.C., Acton Lane, N.W.10. by September 
17, 1952 


EFTON General Hospital, Liverpool, 18. (985 beds) Applica 
tions are invited for the appointment of a HOUSE SURGBON 
(Dental) which will become vacant at the above-named Hospita 
on October 1, 1952, and will be for a period of six months The 
terms and conditions of service will be in accordance with the 
regulations of the Ministry of Health Applications, stating ag 
qualifications (with dates) and details of present and previou 
appointments, should be sent to the undersigned as s00n as 
possible Garnet Chaplin, Secretary, South Liverpool H.M.C. 


Hospital for Sick Children, Great Ormond Sweet, London, 
1 There will be a vacancy on November 19, 1952, for a 
resident ‘DENTAL HOUSE SURGEON (Senior How Officer) 
Salary £670 per annum. The post is recognised for the 
in Dental Surgery Royal College of Surgeons Experience is given 
in both oral surgery and orthodontics. Further particulars and form 
of application, which must be returned not later than September 8 
1942, are obtamable from the undersigned H. I Rutherford 
House Governor and Secretary 
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NBRIDGE Wells Group Hospital Management Commitice 

(Queen Victoria Hospital aw Injuries Unit), East Grinstead 
Applications invited for resident post of DENTAL HOUSE 
SURGEON for six months from September 17, 1952 Salary 
according to scale for House Officers. Post recognised for Fellow 
ship .) Dentai Surgery of Royal College of Surgeon. Applications 
with comes of recent testimonials to Hospital Secretary 


PARTMENT of Health for Scotiand The Civil Service Com 

missioners invite applications for a pensionable post of DENTAL 
OFFICER Candidates must be registered Dental Practitioners of 
Sanding mm the profession and must have been qualified for at least 
ten years Duties are of an administrative Climcal nature in con 
nection with treatment provided under the NHS general dent! 
services and local authority dental services (schoo! and maternity 
and child welfare) Headquarters will be Edinburgh. Glasgow 
lyundee or Aberdeen. Inctusive salary scale (for men and women) 
outside Edinburgh and Glasgow £1,326-—-£1,650 
Minimum linked to age 46. with addition of approximately £50 for 
each year above 3S up to age 40. and deduction of approximately 
#40 for cach year below 14 Forms of application and further 
particulars from Establishment Officer (Room 40). Department of! 
Health for Scotland. St. Andrew's House, Edinburgh, 1 Com 
pleted application forms must reach Department by September 20 


County Council of Dumfries 


, 


Dental Officers The Council 
invite applications for appointment as: (1) CHIEF DENTAL 
OFFICER: salary £1,250 rising by £50 to £1,300 per annum; and 
() ASSISTANT DENTAL OFFICER: salary £800 rising by £50 
to £1,250 per annum The appointments will be subject tw the 
( oumeil’s superannuation scheme Canvassing will disqualify. 
ft urt@er information and forms of appixation from the undersigned 
with whom applications should be lodged by September 15. J. C. 
Gram, County Clerk County Buildings. Dumfries August 722, 


1952 


XETER Education Committec Senior Dental Officer The 
* Education Committee invite applications for the appointment 
of SENIOR DENTAL OFFICER whose dutics will be both 
clinical and administrative; he will be responsible to the Medical 
Officer of Health and Schoo! Medica! Officer for the supervision 
of the Council's dental service which covers school children. 
expectant and nursing mothers. and pre-school childeen, under the 
Education Acts and the National Health Service Acts. The salary 
and conditions of service will be in accordance with the decisions 
of the Dental Whitley Counci! (Local Authorities); the salary will 
be £1,250 per annum to t!.400 by one increment of £50. The 
appointment « subject to passing satisfactorily a medical examina- 
tion and is superannuabic Applications, to be made on forms 
omtainable from the Medica! Officer of Health and School Medical 
Officer, 5, Southernhay West, Exeter, should be returned to him 
not later than September 17. 1942. C. J. Newman. Town Clerk 
10, Seuthernhay West. Freter 


DENBIGHSHIRE Education Committee, Senior Dental Officer 
App 


ications are invited for the full-time post of SENIOR 
DENTAL OFFICER Salary within the scale of £1,250 by annual 
nerements of £50 to £1,400) Commencing salary will be in accord 
ance with previous experience The successful candidate will be 
required to supervise and co-ordinate the work of the dental staff 
winder the County Medical Officer and to take part in the dental 


imspection and treatment of children and nugsing mothers The 
appointment is subject to the appropriate Superannuation Act 
and to medica’ examination. and terminahic by three months 


September 2, 1952 


notice Travelling allowance according to the County Scale will 
be allowed. Forms of application to be obtained trom Dr. M. T 
isiwyn Jones, County Medical Officer, 16. Grosvenor Road, Wrex- 
ham, and the compicted application forms to be returned by not 
later than September 13, 1952. Edward Rees, Director of Education 
Education Offices, Ruthin 


WORCESTERSHIRE County Council Appointmem of 
SIONAL DENTAL OFFICER. Applications are invited from 
registered Dental Surgeons for the above appointment in the 
Oldbury Divisional area Salary £850 per annum by £50 to 
£1,300 per annum, commencing salary to depend upon previous 
experience The Officer appointed will work under the direction 
of the Divisional Medical Officer and supervision by the Chief 
Dental Officer. Forms of application and further information are 
obtuinabie from the County Medical Officer, County Buildings 
Worcester. (B.130) 


BIGHSHIRE Education Committee. Appointment of whole 
time COUNTY DENTAL OFFICERS. Applications are 
invited from cegistered Dental Surgeons for the above appointmens 
Salary in accordance with the Dental Whitley Council (Loca 
Authorities) £800 per annum rising by annua! increments of £50 
to a maximum of £1,250 per annum; the Council has discretion to 
determine the commencing salary in accordance with the candidate's 
experience. Travelling and subsistence allowances will be paid 
according to the Council's scale. The appointment wil! be subject 
to the provisions of the Local Government Superannuation Act, 
1937. as modified by the National Health Service (Superannuation) 
Regulations, and the successful candidates must pass a medical 
examination. Forms of application to be obtained from Dr. M. T 
Isiwyn Jones, County Medical Officer, 16. Grosvenor Road, Wrex- 
ham, and the completed application forms to be returned by not 
later than September 13, 1952. Edward Rees, Director of Educa 
tion. Education Offices, Ruthin. 


ORCESTERSHIRE County Council. Appointment of DENTAL 
OFFICERS. Applications are invited from registered Dental 
Surgeons for the above appointments. Salary £800 per annum by 
£50 to £1,250 per annum, commencing salary to depend upon 
previous experience. Travelling amd subsistence allowance in 
accordance with the National Joint Council! Scale The Officer 
appointed will work under the direction of the County Medical 
Officer and supervision by the Chief Dental! Officer Forms ol 
application and further information are obtainable from the County 
Medical Officer. County Buildings, Worcester. (B.35.) 


IDDLESEX County Council, County Health Department, 

DENTAL OFFICERS, registered Dental Surgeons (whole-time) 
required initially in: (a) Area 8 (Hayes and Harlington, Ruislip 
Northwood, Uxbridge, Yiewsley and West Drayton), (b) Area 9 
(Heston and Isleworth, Southall, Brentford and Chiswick). Private 
practice not allowed if full-time. Duties include inspection and treat- 
ment of mothers and young children and schoo! children. Salary 
scale £800 x £50—£1,250 pa. inclusive. Previous experience may 
determine commencing salary as Whitley Counci! recommendations 
Part-time officers considered in Area 9. Established, superannuable 
subject to medical assessment and prescribed conditions Apply (n 
forms) stating age, qualifications, experience, 2 referees to (a) Area 
Medical Officer, Local County Offices, High Street. Uxbridge; (b) 
Area Medical Officer, 92, Bath Road, Hounslow by September 30 
(quoting L.137, B.DJ.). Canvassing disqualifies C W_ Radcliffe 
Clerk of the County Council 


Founded 1892 


ANNUAL SUBSCRIPTION : 


Membership exceeds 26,000 


MEDICAL PROTECTION 


President: SIR ERNEST ROCK CARLING, F.R.C.P., F.R.C.S., F.F.R. 

Established for the protection of the professional interests of medical and dental practitioners. 

Members receive advice and assistance in all matters of professional difficulty and are afforded UNvimrreD 
INDEMNITY against costs and damages in cases undertaken on their behalf. An additional subscription 
will secure indemnity for those practising overseas. 
£1 for first three years for newly qualified entrants. 
£2 for members of more than three years’ standing. 
(No Entrance Fee payable by candidate for election within one year of registration.) 


Full particulars and application form from the Secretary, Dr. A. R. FRENCH 
VICTORY HOUSE, LEICESTER SQUARE, W.C.2. 


Assets exceed £120,000 


SOCIETY LIMITED 


Entrance Fee 10s. 


GERrard 4553 & 4814 
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CARDIFF — 1907 


It was at this meeting of the Association that Mr. Cale Matthews read his first paper 


regarding the formation of the Dentists’ Provident Society. 


To mark the occasion 


The Committee 
of the 
Dentists’ Provident Society 
request the pleasure of an application 
for membership from 
All Members of the British Dental Association 

who are not insured for 

Sickness and Accident 


. 


20, Bruton Place, London, W 1 


YOUNTY Council of Essex 
4 of Dental Officers 


( 


throughout 
services 
mothers) 
recommendations 
Applicaats willing to undertake duties on a 


Health Department 
Vacancies exist for DENTAL OFFICERS 
the Administrative County dutics in the priority 
(including treatmem of school children and expectant 

Salary and conditions of service in accordance with 
ot Dental Whitley Council (Local Authorities). 
part-time or sessional 
basis will be considered Forms of application and further par- 
ticulars obtainable from County Medical Officer of Health. County 
Hall, Chelmsford. Canvassing directly indirectly will disqualify. 


Appointment 


for 


or 


EDFORDSHIRE C.C. require DENTAL OFFICERS (whole or 


part-time) for School Health and M. & C.W.. services. 
Whitley Counci! Salary Scale. Application forms from C.M_O., 
Shire Hail, Bedford. 


ORFOLK County Council. Applications are invited for appoint- 
ments 4s DENTAL OFFICER in areas of the County with 
centres at King's Lynn, Downham Market and Attieborough. The 
salaries will be im accordance with the Dental Whitley Council’s 
scale, viz. £800 x £50—£1.250 per annum with increments for 
experience in practice and previous service with other Local 
Authorities Application forms together with particulars of the 
appointments can be obtained from the County Medica! Officer, 29, 
Thorpe Road, Norwich. 


AST SUSSEX County Council 


Applications are invited from 
4 registered Dental Surgeons for appointment as DENTAL 
OFFICER Salary in accordance with the Whitley Award, ic 
£200 x £50-—-£1.250. Travelling expenses and subsistence allowance 


will be paid according to the scales approved from time to time on 
behalf of the County Council. Duties include inspection and treat- 
ment of mothers, young children and school children. The appoint- 
ment is superannuable and a candidate to be successful must pass 
a medical examination to the satisfaction of the County Medical 
Officer. Forms of application and further particulars of the duties 


may be obtained from the County Medical Officer of Health, 
County Hall. Lewes. and must be returned to him not later than 
September 27. 1952. H. S, Martin, Clerk of the County Council 
County Hall, Lewes. August 1952 


with ther Own’? Soctety 


The Secretary, Dentists’ Provident Society 


Telephone : Grosvenor 1172 


and County 
Applications 
appointment 


of Bristol Department of 
invited from cegistered Dental Surgeons for 
of whole-time DENTAL SURGEONS. Salary scale 
£800 x £50—41,250 per annum. Duties include work in connection 
with School Medical and Maternity and Child Welfare Services 
and such other duties as may be prescribed. Candidates must be 
under 45 years of age Appointment will be superannuable and 
sifbject to passing a medica! examination. Canvassing directly or 
indirectly will disqualify Applications, on forms obtained from 
the undersigned, should be returned by September 19, 1952. R. H. 
Parry, Medical Officer of Health. Central Health Clinic, Tower 
Hill, Bristol, 2. August 1952. 


Public Health 


20, 


Cyr of Birmingham Education Committee Schoo! Dental 
4 Surgeons. Applications invited for full-time SCHOOL DENTAL 
SURGEONS Salary £800 x £50—£1.250. commencing salary 


according to experience Full particulars and application form on 


receipt of a stamped, addressed foolscap envelope Completed 
applications should be returned as soon as possibile’ Canvassing 
disqualifies. E. L. Russell, Chief Education Officer School Health 


Service, 74/75, Broad Street 


Birmingham, 14 


COUNTY Council of the West Riding of 
4 ment of SCHOOL DENTAL OFFICERS 

invited from registered Dental Surgeons (male or 
vacancies both mobile and fixed 
Duties will be mainly 
and M. and C 
the supervision 
Opportunities are 
in General 


Yorkshire A ppoint- 
Applications are 
female) to fill 
in various parts of the County. 
inspection and treatment under the School 
W. dental schemes and wil! be carried out under 
of the Chicf Dental Officer or his deputies 
available for Dental Officers to gain experience 
Anasthetics, Prosthetics and al! branches of Pedodontics 


including Orthodontics. Salary £80 x £50--£1.250 with travedling 
and subsistence allowances, where necessary. Previous experience 
in private practice or with other Loca! Authorities will be 
considered in fixing a commencing salary The posts are super- 
annuable and successful candidates will be required (© pass & 
medica! cxamination Application forms with further particulars 
are obtainable from the Deputy County Medical Officer, County 


Hall, Wakefield 
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September: 


ARE YOU SELLING YOUR PRACTICE 7 


ARE YOU BUYING PRACTICE 


DO YOU REQUIRE AN ASSISTANT 


DO YOU NEED AN AS 


ISTANTSHIP 


DO YOU WANE A RECEPTIONIST 


In all such matters our Registrar is at your service, and would be happy to 


help you in your requirements. 


COTTRELL & CO. 
15-17 CHARLOTTE STREET LONDON + W.1 


LANGHAM 6500 (20 lines) “TEETH, RATH, LONDON’ 


lelephones : Telegrams: 


( ah Darling Wanted -ASSISTANI in envelopes endorsed Assistant Sclx Dental Off I 
DENTIST Salary n a lance with the recom ippointments are superannuah and subject t t Standing Orde 
n ft Whitley Councils for Hea Services (800 by f the City Council Canvassing Jisqualifics Thomas Alk 
ments of £50 to £1.2450 a year) Forms of application Town Clerk and Clerk to the Local Educat Authority, Mun 
tamped addressed envelope may be obtained from cipal Buildings, Liverpool, 2 (GA. 2988 
$ forms should be returned not later than tw weeks 
jate of thus advertisement, to The School Medica! Officer 


D. Peter, Chicf Education Officer 


TAST Riding of Yorkshire County Counc Appointment of 

4 whole-time ASSISTANT DENTAL OFFICERS A 

( *OUNTY Borough St ns Appointment two are invited from registered Dental Surgcons t 
ASSISTANT SCHOOL DENTAL SURGEONS (male or female) ment. Salary £800 per annum rising by 


nerements 


Applications are nvited from registered Dental Surgeons (malic 4 maximum of £1,250 per annum g and 
female) for the above posts. The duties will mainly include the allowance will be paid in accordance with 
" 1 and treatment of schoo vildren, but the candidates duties attached to the post will comprise dental inspe 
app ted may t alled upon t indertak wher dental work in treatment of school children and dental work in nn 
nection with cther health services Th andidates appointed County Health Services under the direction of th 
“ be required to d ve the whole of thar time to the work of cal Officer of Health under the supervision f 
the Corporatio The salary will be at the rate of £800 per annum Dental Officer The appointment will be s t the 
ruing by annua nerements of £50 to £1.25 per annum The of the National Health Service (Superannuatior Regula 
‘ easfu andidat “ be fequired to pass a medical examina and the successful candidates will be required t a atisfactorily 
wd th appointments are subject to the provisions of the 4 medical cxamination Applicauions Stating ag ations and 
Nationa Health Service (Superannuation) Regulations and the experience accompanied by copies of three recent monials should 
I M Government Superannuation Act, 193 Forms of applica be sent immediately to the County Medica aith 
ton may be obtained from the Medical Officer of Health 4 wn County Ha Bevericy Any known relationship t 4 mem or 
Ha St. Helen and mp'ected applications accompanied by senior officer of the Council must be disclosed and canvassing w 
a of t more than three recent stimonials s id reach him be deemed a disqualification T. Stephenson, Clerk of the Counc 
late in September 195). Cand t must. when makine County Hall, Beverley. July 25. 1952 
application, disclose in writing whether to their knowledge they are 
sted to any yt f the Coun rt a holder of any senior 
x! ) Canvassing mem s of the Coun 
Committees of the Corp ion w be a disqualification. G. O'Brien 
Med Tot Hea Town Ha st. Helens August 195? C™ ef Oxford. Health Department Appointm t ASSIST 
‘ ANT DENTAL OFFICER Applications are vited from 
registered Dental Surgeons for the above whole-time appointment 
The ' post will be mainly n ned with 
but may also include expectant and nursing m < an se The 
cm Livergex Sch Healt Applications are children The salary and conditions of servi in ac rdance 
‘ invited for the appointment of ASSISTANT SCHOOL DENTAL with the National Scale £800 x £50--£1.25 the nmencing salary 
OPERICERS Salary « t annum (Whitley to be determined according to previous experi I Post 
Scale) Appiiants should Dental Surgeons Previous Loca permanent and pensionable and is subject to a satisfactory lica 
Authority serv Apericme pra nay into con cxvamination Forms of applxation may Db 
sidera ’ fixing the nencing on forms F. Warin. Medical Officer of Health. Health Depa t, Grey 
from the Medina ft Annexe friars. Paradise Street. Oxford. to whom return 
Date t. Liverpoo 2. sh 1 indersigned later than a fortmaeht after the this advertiseme 
tos th us S Ha Piowman. Town ¢ rk Tov Ha | 
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Co NTY Borough of West Han ment of Assistant 

4 Dental Officer. Applications a vited m Dental Surgeons 
for the post of ASSISTANT DENTAI FFICER in the School 
Heakh and Maternity and Child W " S s. Salary £800 per 
annum rising by annua ner 


ne nts £1,250 per annum 

Part-ume employment might ¢ ’ In addition. the 

successful applicant may be required 1 work two evening sessions 
week for which additiona 


will be paid at the 


appointment may be obtained from ¢ Medica Officer 
49a, Broadway, Stratford. E15, and s returned within 21 
days from the date of this advertisement 


( vassing in any form 
directly or indirectly will disqua t lidat 

applications from students about t be considered 
G. E. Smith, Town Clerk, West Ham 1 Ha tratford, E.14 
GALoP County Council pplications vited from registered 
LY Dental Surgeons for appointments a SISTANT DENTAL 


OFFICERS in the Shrewsbury, W igt Bridgnorth districts 
Salary in accordance with the Dental W «<y Council (Local 
Authorities) Scale, viz £800 px ann annual increments 
of £50 to a maximum of £1,250 per The Council has 
discretionary powers in fixing th om salary which will 
be governed by the experience of th \ special expenses 
allowance, not exceeding 30s. a week. is to married officers 
taking up appointments on the (¢ rcil’s staff. togeth with third- 
class return railway fare once a mont their families, such 
allowances to be limited to a px J of six nths or until such 
time as the officer i9 able to obtain ’ nf himself and 
his family in Shropshire, whichever is th The duties of 
these officers wh nclude the jenta and treatin ot 
school children, of mothers and you J n accordance with 
the provisions of Section 22 of the Natior Health Service Act 
and of any other persons for whom the (¢ ty Coun may be 
responsible The posts are superannuab: sccessful applicants 
will be required to pass a medica kam Forms of applica- 
tion and further information regardir t wintments may be 
obtained from the undersigned. to w mpleted application 
forms, together with c yes of thr re t testimomals, should be 
submitted not later than September 19 2 Wilham Taylor 
County Medical Officer of Health. ¢ ty Health Offic Shrews 


bury, September 1952 


HUNTINGDONSHIRE County Coun Health Department 
ASSISTANT DENTAL OFFICER Applications are invited 
from Dental Surgeons for the abov wh time appointment. 
The duties of the post will include d inspection and treatment 
of school children and dental work xion with 
County Health Services The sc f ren tion w be £x00 
per annum rising by £50 to £1,250 per annum The commencing 
salary will be fixed at a point on the scale according to experience 
The successful candidate can either provide his own car for which 
he will receive travelling allowances on the County Council scale, 
or he may use a car provided by the County Council Forms of 
application may be obtained from the County Medical Officer of 
Health, County Health Office, Huntingdon, to whom they should 
be returned as soon as possible. John Kelly, Clerk of the County 
Council August 1, 1952 


AMPSHIRE 


Applications are invited from registered Dental 

Surecons (men or women) for appointment as ASSISTANT 
COUNTY DENTAL OFFICERS. Salary sca n accordance with 
recent Whitley Award Forms of application with full particulars 
of appomntment and details of vacancies may be obtained from the 


County Medical Officer, The Castle, Winchester 


TNIVERSITY Coll Hospital, Gower Street, W.C.1 SENIOR 
~ TECHNICIAN (Surgical) required: familiar with all forms of 
casting, including splints Applications, in writing, with names of 
two referecs, to the Administrator and Secretary by September 


17, 1952 


TH London Hospital has vacancies for fulltime and part-time 

DENTAL CHAIRSIDE ASSISTANTS pplicants should 
either have taken the recognised training r have had 
practical experienc »f the work Apply in writing giving two 
names for reference purposes to the Matron 


PRACTICES 


Available 

S°! THERN Rhodesia. Retiring Denta! Surgeon wishes to dispose 
“of his old established practice. Excellent position in important 
town Iwo fully equipped surgeries Goodw and cquipment 
£2.500.—Box 600 

NORTH East Coast, Co. Durham Dental practice for sale by 
4 Private Treaty established ove years, showing receipts for 
past three years, averaging over £5,500) gross Modern equipment 
several contracts to complete Rooms availat to rent to carry 
on this very remunerative practice Reasonable price for quick 
sale. Ful rticulars from: Chrystal & West Auction and Estate 
Offices hton-le-Spring Te 2144 ind) Elvet Bridge 


OR 


Durham 
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anarll 
special dential 
We have* such ec nce 
dealind out \one * \ posal 
matters , vout © jially 
in wh enqull we 
yout 


ed 


init 


CLAUDIUS ASH 


SONS & CO., LIMITED 
26-40 Broadwick Street, London, W.1 


"Phone: GERrard 5041 (9 lines). "Groms ‘Frenes, Piccy, 
London’. 


In Association with 
Elliott & Co., (Edinr.) Ltd. The Mid'and Dental Mfg., Co 
Lteg., The Western Dental Mfg. ¢ 4 


INTRAVENOUS 
ANAESTHESIA 
IN DENTISTRY 


by 


S. L. Drummond-Jackson 


Based on a personal experience 
of 20,000 cases, this book is 


written to enable the graduate 


practitioner to put to practical 


use his knowledge of this modern 


technique. 
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HENRY KIMPTON’S 
PUBLICATIONS 


New Work Just Ready 


TEXTBOOK OF FUNCTIONAL 
JAW ORTHOPAEDICS 
By Professor HAUPL. M.D.(Innsbruck), 
WILLIAM J. GROSSMANN, L.D.S. R.C.S.(Eng.), 
and PATRICK CLARKSON, M™.B.E., 
M.B., B.S.(Lond.), F.R.C.S 
Royal Octavo. xii + 408 pages. 536 Illustrations 
on 309 figures 
Price 60/- net 


New (Third) Edition Ready This Month 


DENTISTRY FOR CHILDREN 
By JOHN CHARLES BRAUER, D.DS., F.A.C.D., 
WILLIAM W. DEMERITT, D.DS., 
L. B. HIGLEY, D.DS., F.A.C.D., 
MAURY MASSLER, D.DS. MS., 
and ISAAC SCHOUR, D.D.S., D.Sc. 
Third Edition, Revised and Enlarged 
Royal Octavo, xii + 454 pages. 300 Illustrations 
Price 75S/- net 


Fifth Edition Just Ready 


JUVENILE DENTISTRY 
By WALTER C. McBRIDE, D.D.S.. F.A.C.D 
Fifth Edition revised and enlarged 
Royal Octavo. 370 Pages. 302 Illustrations. Cloth 
Price 50/- net 


Second Edition Now Ready 


PROSTHETIC DENTISTRY 
A Clinical Outline 


By F. WINSTON CRADDOCK, B.A., 

Cert. Dent. (N.Z.), M.S.D. (Northwestern) 
Second Edition, revised and enlarged 
Demy Octavo. 363 Pages. 179 Illustrations. Cloth 
Price 28/- net (Postage 10d.) 

This revised edition meets the needs of more 
advanced students and the requests of Practitioners 
for greater detail. 


New Book Just Ready 
DENTAL FORMULAS 


And Aids to Dental Practice 
By LOUIS |. GROSSMAN, D.D.S., Dr. Med. Dent. 


Demy Octavo. 318 Pages, with 25 Illustrations 
(lin colour). Cloth. Price 36/- net (Postage 9d.) 


CATALOGUE OF STANDARD DENTAL 
PUBLICATIONS FREE ON REQUEST 


HENRY KIMPTON 


25 Bloomsbury Way, London, W.C.! 
Medical Book Department of Hirschield Brothers, Ltd. 
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TORTH WEI seaside resort. Denta! practice with goog living 
4 acoommodation Reasonable rent Main 
ywing to ill-health Nearest £2,000 quick sale f particulars 
writing —Box 602 
] RISTOL Practice for sale, death vacancy #400 work in hand 

to compicte Modern well equipped surgery Rent of rooms 
70s. per week inclusive. with lease Everything £500; deferred 
terms arranged Particulars XYZ, Gadd Dental Depor Lt 
Park Row, Bristol. 1 

ENTAL Surgeon's practice, growing N I sOast resort, estab- 


ished 29 years Attractive modernised hous Gardens Main 
profess onal street. Large garage with workshop atta i Some 
furniture, fittings, etc £6,250 or offers for quik sa Accounts 
audited Owner taking public appointment.—Box 604 
CLASS estatMished, mainly private practice Citde 

National Health) in Sheffield, of late!y deceased Dental Surgeon, 
for saic with ful! modern equipment Sureer and premises on 
lease, situate in medical cenire Full details from W \ Lambert 


& Co.. Solicitors, 54. Bank Street. Shefficid 
SUSSEX coast town Qualified practice in main shopping centre 


« Established March 19%! Audited turnover £3.9 to date and 
rapidly increasing New modern equipment Living mmoda 
tion. Goodwill and lease £1,750; equipment and f nas £7* 
Box 606 
I OUSE with nucleus practice in developing Lancashire coastal 
resort Small sunny very comfortable det r house 
with surgery on premises Garden M conven ces 
Excellent decorative condition Bus stops nearby First vear's 
turnover approximately £1,000 Good scorn Only distant 


Opposition Owner retiring for health reasons Box 608 
GOLDEN opportunity for acquiring a Home-County practice 


stablished 43 years, in professiona! neie j Middie 
class and county clientele Good private fees, a NHS Three 
surgcries; modern X-ray and unit; dark room, large la at a n 
ground floor Conjoint qualified assistamt and ful! staff Attractive 
walicd-garden. Large garage. House with good living accommoda 
tion to rent. Chartered Accountant's figures Suit one principa 


or two partners Price and further particulars upon application 
Box 
RBusY West End dental practice and dwellinghouse in Edinburgh; 

branch practice in Fife Apply Allan, Dawson, Simpson & 
Hampton, 4. Charlotte Square, Edinburgh 

OTTINGHAMSHIRE Old established qualified practice in 

Prosperous market town Excellent situation Iwo modern 

well equipped surgeries, workshop, warting room etc Self- 
contained and lock-up. Minimum average turnover last three years 
over £8,500, single handed. Low rental on long lease or property can 
be purchased at a reasonable figure Appointment t k nearly fu 
to end of year. Owner going abroad Introduction given while 
awaiting passage. Reasonable price for quick sale of deposit and 
balance out of income,—Box 404 


ER WICK-ON-TWEED. Old established pract qualified. 
well equipped surgeries and workshop) Walton. Kingsway 
Pleasant house overlooking river For disposa t valuation 
house and equ'pment of good offer Own rccepted public 
appointment Box 455 
Fok sale. Qualified dental practice situated lL ancashire seaside 
resort Well built house, with garden back and front, exterior 
recently decorated—good living accommodat Surgery equipped 
with all mgodern Sterling cquipment Hous iced at £3,000 
Equipment and stock £1,000. Turnover £2,004 Owner will accept 
£4,000 for whol To be purchased premium » negotiation and 
balance out of income. Reason for sale—ill-health —Box 457 
For sale—Preston area Old established practic lock-up 
premises with small flat on second floor Premises situated 


main road. Property valued at £1,800; equipment and stock £500 
Turnover £3,000. Owner will accept £3,000 Reason for sale—1! 
health —Box 47§ 

] MILES N.E. Manchester. Old established qualified lock-up 


practice Going concern Owner licaving in Gross 
takings last two months £800 Best offers Box 4°77 
For sale. Lancashire market town—lock-up premises. rem and 
rates £100 per year Turnover £1,770 net £7458 Small 


surgery. waiting room. Equipment, instruments and stock valued 

at £180 Owner retiring will accept £500, for practice. equipment 

and fittings —Box 479 

YORKSHIRE old-established qualified practice for sale, pros- 
perous town and market area. gross receipts £5300, audited 

expenses light living accommodation Full details. no agents 

Box 481 

For sale with introduction. Part of old established West End 
of London dental practice or seer would contempla‘c assistant 


who must be well qualified. experienced and k Box olf 
ENT coast, over £4,000 p.a., house on rental; Kent, over 
£4,000 ex. house for sale; London, W ver £6,000 p.a.: 


Bucks and Kent. Assistants with view and others. Practices and 
partnerships for disposal and wanted in all parts Sales and 
transfers effected Assistants and Locums supplicd and wanted. 


Call. write or phone. Percival! Turner Ltd.. Medica! and Denta 
Agents, 2S Maiden Lane. Strand. London. WC 2 Tel TEMr 
Rar 9011 
Wanted 

GMALI country practice wanted for semi-retiremen Lock-up in 
Southern England preferred —-Box 614 

*>KPERIENCED L.D.S. ‘(Eng), requires a nucle r part-time 

Practice in Ipswich or Norwich area. Living a mmodation 


desicable but not essential —Box 


of 
hi 
7 
‘ 
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*XPERIENCED Denial Surgeon prepar 


ACCOMMODATION 


HARrow 6406 after 7 p.m. or write—Box 622 
PARTNERSHIP 
OME Counties, 20 miles London. One-th 


EF Average turnover last three years £14 000 
State age and experience. Unfurnished flat 


APPOINTMENTS 
Vacant 


qualified man or woman 
industrially growing country 
age. experience, etc 
LFORD, Essex 
to partnership 


in busy old 
town in Midlands 
Box 626 


Box 628 
ENTAL Surgeon requires 


ENTAL Surgeon (either sex), 

required as Assistant in old established 
Knowledge of orthodontics an advantage. 
Reply to Bank House, Whitefriars, Chester. 
Goon opportunity awaits an experienced 

Manchester (City), Well equipped 
Good prospects. Excellent remuneration. 
Smith Ltd.. Manchester, 3. 

UALIFIED Dental Surgeon (male) required for 

in pleasant locality in Sussex. Plcase give 
state salary required.—Box 632. 

ENTAL Surgeon partly 

modern partnership practice, 


Chester 


Assistant 
surgery 


Box 


excel 


full 


accommodation 


available in p'easant market town 


practice in 
No accommodation. 


Leicester Full 
Box 507. 


staff and all 


2 surgefics 
Modern house 


waiting room and larec 


office Cler 
furnished flat above surgery 


—Box 503. 


N_HLS Must be good conscientious 


worker 
remuneration and prospects.—Box 376 


practice 
equipment. 


in Birmingham. Fully trained 
Please give full details.—Box 372 


for mixed practice in London.—Box 366 


Wanted 
aged 26 (ex-House Surgeon), released Arm 
Assistantship with view 
market town. Northern 


.D.S.DURH 

requires 

ferably busy 
Box 638. 


England or 


PP 9755 


to develop orthodontic side, 


in good class practice. 
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» pay good price for 


well established good class pract ducted from small, 
attractive modern freehold, detached (maximum four 
bedrooms) with garage and mice garden Not less than 15 of 
more than 2‘ miles from London Rep in confidence to— 
Box 612. 
ENTAL Surgeon wishes to purchase practie within 
a 5 mile radius of Wallington, Sur Living accommodation 
is not required Full particulars and n  .onfidence to— 
Box 616 
ENTIST wishes to purchase lock-up pra or nucleus, 10 miles 
radius Bishops Stortford, Essex Ww consider partnership 
with view to succession Particulars B 618 
Exchange 
RACTICE Exchange. Long established sy, Qualified practice 
on main road outskirts of London than 60 mins. from 
West End). Lock-up premises with two ¥y equipped surgeries 
and full accessory accommodation, includ workroom Owner 
would be willing to consider exchange fo titable practice else- 
where. Details in confidence.—Box 620 


AL 


IMBLEDON. Ideal for Dentist Exce ellent detached eer 
built Willett house Large houng a reception, 
" bedrooms, 2 baths, part c.h. Double gara Freehold £7, 850. 
Donaldson & Sons, 94, Jermyn Street Sw WHI 4516 
REAT Cumberiand Place. Fine professional suite four ground 
floor rooms £400 p.a. exclusive Fixtures and fittings at 
valuation. Apply J. Trevor & Sons, 58. Grosvenor Street, W.1. 
MAYfair 8151 
GHoP Premises, Willesden Lane, N.W.6. All services, ideal 
surgery or workshop £250 pa No premium Telephone 


! partnership offered 
Mainly 
available.—Box 624 


N.H.S. 


ASSISTANTSHIP offered with view to early partnership for fully 
i established practice in 
Replics stating 


Young Assistant required with or without view 


Manager or Assistant immediately, 

early succession Large practice South Yorks. Lovely house, 

combined practice Modern equipment available. V.P. Salary, 
splendid bonus. This opportunity unique.—Box 630. 


experienced in children’s dentistry, 


practice. 


Salary by arrangement. 


wanted for 


lent staff. 
W. H. 


large practice 
details and 


general 


industrial area near Birmingham. 


View paftnership partly out of income. Part-time possible com- 
mence but must desire permanent position.—Box 634 
SSISTANT required for busy good class practice in pleasant 
locality near Croydon. Clinical freedom, chairside and dierical 
assistance First class equipment. X-ay, efficient workroom. 
Generous salary and commission.—Box 1366 
ENTAL Surgeon required for Manchester practice Good 
conditions, no evening surgery.-Box 636 
OUTH Devon. Young Assistant required, full-time. Furnished 


—Box 513 
HIRD man required as Assistant in progressive, old established, 


modern equipment 


SSISTANT required to manage busy South Birmingham practice. 


ical staff 


ACANCY for third man, busy practice, private and good class 


Excellent 


SSISTANT Dental Surgeon required (full or part-time) for busy 
staff and modern 


UALIFIED Dental Surgeon with all-round experi¢nce required 


y August, 
Pre- 


S. Scotland. — 


ix 
IMPORTANT DENTAL BOOKS 


ORTHODONTICS: DIAGNOSIS, PROG- 
NOSIS, TREATMENT. 
By BERCU FISCHER, D.D.S., New York City. 
334 pages, with 1,180 illustrations. 60s. 


A great amount of interest has been aroused by the 
unusually successful results obtained by Dr. Fischer in 
} his orthodontic cases. This new book describes his 
methods in detail, and will be of interest to every dentist 
interested in malocclusion. 


CLINICAL DENTAL ROENTGENOLOGY 
3rd Edition. 


By JOHN OPPIE McCALL, D.DS., 


F.A.C.D., and 
SAMUEL STANLEY WALD, D.D.S., F.A.C.D. 384 
pages, 1,277 illustrations. 42s. 6d. 


How to take dental x-rays and how to interpret the 
findings. No other book gives such comprehensive 


instructions for solving problems of technique and 
interpretation. 


THE SCIENCE OF DENTAL MATERIALS. 
3rd Edition. 
By EUGENE W. SKINNER, Ph.D., Professor of 


Physics, Northwestern University Dental School. 
410 pages, 155 illustrations. . 


Comprehensive details of the source, composition, and 
properties of materials used in construction of dental 
restorations and orthodontic appliances, and the 
scientific basis for their use. 


ORAL AND DENTAL DIAGNOSIS. 


3rd Edition. 
By KURT H. THOMA, D.M.D., Professor of Oral 


Surgery, Harvard University. 563 pages, 776 illus- 
trations. 50s. 


DENTAL ANATOMY AND 
PHYSIOLOGY. 2nd Edition. 


By RUSSELL C. WHEELER, D.DS., F.A.C.D., Professor 


of Anatomy, Washington University. 422 pages, 
illustrated. 5s. 
To be published shortly :— 
A MANUAL OF DENTAL 
ANESTHESIA. About 40s. 
A MANUAL OF ORAL SURGERY. 
About 75s. 


By W. HARRY ARCHER, B.S., D.D.S., M.S., Professor 
of Oral Surgery and Anesthesia, School of Dentistry, 
University of Pittsburgh. 

These two new books have been long awaited by the 
dental profession. For over twelve years Dr. Archer has 
been preparing these manuals on the basis of his own 
clinical experience and has been testing both his ideas 
and the efficacy of their presentation in classroom use. 


(Prices quoted apply only to United Kingdom and Eire.) 


W. B. SAUNDERS COMPANY LIMITED 
7 Grape Street, London, W.C.2 


| 
! 


THE DENTAL SURGEON’S 
COMPLETE FINANCIAL 
AND INSURANCE SERVICE 


90 ADVANCE in approved cases for the 
purchase of a practice or share at 5$% gross 
ver 10 or 1S years 

90 MAXIMUM ADVANCE house pur 
chase based on Surveyor's valuation with repay- 
ments over a period of 20 years 


#0 ADVANCE for dental! equipment with 
epayments over 5 years 


CAR HIRE PURCHASE Maximum 
erms allowed by Board of Trade 


DENTAL SURGEON'S MOTOR POLICY 
Rates cannot be equalled by any other source 
Compare our quotations with others. 

Ful! No-claim-bonus allowed on transfer 

First class claim service 

LIFE AND ENDOWMENT POLICIES with 
special rates for the profession 

Full Particulars from 

J. W. SLEATH & CO., LTD., 


4 TOKENHOUSE BUILDINGS, LOTHBURY, E.C.2 
Phone : MONarch 4279 


AMERICAN 
STYLE 

DENTAL 
Coats 

wUTILITY ont 


STOCK 
SIZES 


P. DENNY « Co. Lea 


39 OLD COMPTON STREET 


SOHO, LONDON, W.1I. Tel. GER. 1654-1655 


We supply MIGIENISTS’ OVERALLS and NEAD- 
WEAR to MINISTEH) of HEALTH SPECIFICATION 
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s 
Lady m xper rw 
rut Martinership x 
D.S. (Guy 1948) xperienced in 
rth ntics and 644 
Der nial Surgeon, xperienced j Assistantship 
pre view to partnershir pract 
nber "Be x 646 
NI Surgeon, middie aged, wishes t r of Assistantship 
view Partnershiy na 
pract Partnership neom 
ving accommodaton essentia Box 648 
| IVER POOL area Assistantship or rent of required 
and n Part-ume consd 
Des NI Surgeon from New Zealand Locum ) 
tship in I fon dental! pr from 
Experienced in a rar 
Building, O n Sieect. Auckland, New Z 
] D.S., 1951, seeks part-time appointmen act 
4 Box 4 
COMPETE NT Dental Surgeon has 2 da a week to spa 
anch st urgery or some form { part “ with 
amit ngs Lives Putr Ca He 
[cXPERIENCED Dental Surgcon would assist City or North 
ion Practitioner Jays per week agreement 
some permanency Box 648 
Bes available for Locum for two ¢ ‘ Septem 
and October 12 inclusive London Centra » Coas 


*-day weck Box 660 


SITUATIONS 
Vacant 

The engagement of persons answering these advertisements must 
be made through a Local Office of the Ministry of Labour or a 
Scheduled Employment Agency if the applicant is a man aged 
18-64 inclusive or @ woman aged 18-59 inclusive unless he or she 
or the employment, is excepted from the provisions of the Notifi- 
cation of Vacancies Order 1952 


TIONIST Surgery Assistant requ f middl a 
t London, E.C.3, district Recent experience or trai 
ing essential Repiy in own handwriting iting age experience 
and salar xpected —Box 662 
practice Box 664 
Wanted 
Mis fully experienced prosthetics crowns 
wes quires situation anywhere \ t il dut 
to Medium salary Buck La 
Dalt Huddersfield 
AL trained Nurs wide exper profess:onally 
nmended. requires post as Nurse R t D> 
Coomber 19 London Road \ I 
Surbiton nz ady, 24 secks posit 
i wac't Experienced receptx and air 
sd Box 666 
[ENTA! Nur 26, fully a priv 
and duties, Certificat seck t scastle 
Writ Bay areca trom October Box 668 


MISCELLANEOUS 
[rin ANCIAL assistance for the purchase of a Practice is again 
possible —Por further information please write to Cottrell & 
Co., 18-17, Charlotte Street, London, W.1 
D.D. Glasgow, F.D.S.R.C.S. and F.DS. Edinburgh, 
and all other Dental Examinations. Posta) Courses for all the 
above examinations can be commenced at any time.—For full 
details apply The Secretary, Medical Correspondence College, 
19, Welbeck Street, London, W.1 


BOOKS. ET ¢ 


"T’Ht Den‘al Surecons’ Diary and Appointment Book 

Septemb« 1s Price has ax 
packing and postage) Orders to Stapics P Ltd Pe ficals 
Department. 14, Great Smith Street. London, SW 
\ TANTED to Buy: Old or used Dental and Orthodontia Books 


Also Angle Orthodontia Journals. Leo L. Bruder, 1, De Kalb 
Avenuc, Brooklyn 1, N.Y., U.S.A 


EQUIPMENT 


For Sale 
Ir! LL surgery equipment, new from Ash's. st acked. St 
t. chau Compressor ight Tectafk Ph mobile Ofralix 
Ivory tan Would accept instalm ayment 
ars Box 670 
sale Empire single cylinder pump 1a black ename 
an hide £65: De Trey spittoon on flo stand with jointed 
arm and ta excellent condition, £25 Box 672 
| IAL steriliser with oi] bath for handpicces, hardly used For 
as cabinet mode! bought Cost £35 First reasonabic 
fer Seen in Lancashire —Box 674 


1 

4 
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sa Rathbone N ] mplet 2) volts 
Box 676 
| RITTER unt compte wth 2 cylinder cha VALUABLE BOOK FREE 
compictely cor 1oned sicriuser ascptic 
t r 1 pment Birminghan | 
required.—Box Up-to-date postal courses for all dental examin. 
nearest ations including the F.D.S. England and Edinburgh ; 
H.D.D. Glasgow ; Diploma in Dental Orthopadics 
wall Diploma in Public Dentistry ; L.D.S.,M.D.S., B.D.S. ; 
of all Universities and Examining Bodies. 
apparatus; Rayway fountain spitt Pelton steri | Write to the Secretary 
ser, aseptic tables; foot engine ms and materials. | 
i £150 the lot ox 68 | (stating examination in which interested) for 
NEW Aiston Wa second- | GUIDE TO DENTAL EXAMINATIONS 
hand chair ‘ red plush, pump 
not worki vu x kshop equipment. et Sent post free on application } 
Owner reured Box 684 | 
GIEMENS dental unit, full model, also “He Xray | MEDICALCORRESPONDENCE COLLEGE 
apparatus and Schneider anzwsthetic < all as new, for sale. | 
Detailed list on request —Box 1704 19 Welbeck Street, London, W.! 
COMPLE TE irgery juipment Kingsway X-ray - J 
i 4 Walton No. 3, in ivory tan: Ritt steriliser desta! | 
spittoon: chair mat. etc for disposa I Scar rough 441 Ps 
TRADE ANNOUNCEMENTS 4D. MERCURY, redistilled Ib.; 9%. 64. Stainless Tweezers 
\ ~ 9s. 6d. Cotton Wool Rolls, No. 2; Heaticess Wheels 
MERICAN-style, side-fastening Dental Coats, white shrunk | Mizzy; Kere Reamers; 3s. doz. Enge!skirchen Bu Silver Points, 
drill, chest sizes 36 in. to 42 in —36s 10d.: S.B. Jackets— | Calxyl, Jiffics, Spike Stands. Dental-Agencies-Sche 18, Tooting 


25s.; Long coats—32s. 2d. L. Wells & Co. Ltd.. 62, Oxford | Bec Road, London, S.W.17 

Street, Wl. MUS 9075 | "THE Correct Manipulation of dental matcrials ensures best results 

yit ACRYL teeth: de luxe s and posteriors are still | You can now see the manufacturers recommended techniques 


readily obtainable from Vitacry! To ( Lid, 286, Hagley for “Sevriton”’ the new Polymerisation Product for use in Con 
Road, Edgbaston, Birmingham, 17 | servative Dentistry; the “Stellon” range of acrylic material 
TECTAFLO” Gas/Oxygen Apparatus. The principle and method | and the original alginate impression material The 
of operating this most modern of machines for denta) | demonstration is given by a member of the Technical Division of the 
anzsthesia can be demonstrated in your surgery by appointment, ur | Amalgamated Dental Co. Ltd., at 12, Swallow Street, Piccadilly 
at the Demonstration Hall, The Ama'gamated Dental Co.. Ltd., | London, W.1 Telephone the Manager, Demonstration Department 


12, Swallow Street, Piccadilly, London, W.} The simple technique (REGent 2201) for an appointment. 
of taking radiographs of outstanding diagnostic value with the Ce TON Wool Rolls. Economise with us ¢ ant 
STERLING X-ray UNIT can also be shown in the Demonstration 4 rates. Packed in boxes of S00, size 1} in, N at &s 


Hall. Let us know your wishes and we will make the necessary No. 3 at 10s. 6d., No. 4 at Ils. 6d) and assort at 10s 


arrangements Write the Manager, Demonstration Department, | per box Less § per cent on six boxes and p t on twe 
at the address given, or telephone REGent 220! | boxes Also “Throat Packs,"’ best quality. in boxes re 
| RUSHES Finest quality. genuir Br Lathe Brushes, ete argc 28 6d. medium 268. 6d and sma 4s j Less 4 
Complete List on application Symons, Sibson & Co., 13a, | cent on six boxes and 10 per cent on twely Kcs Westmins 
Mill Hill Lane. Leicester Dental Depot Limited, 29. Whitcha I j SW Phx : 
TEW,. reconditioned and s rd ta tuipment for {| TRAfalgar 1826 
4'N surgery and laboratory available for immediate delivery from | AcryYt IC teeth from 21s. per 100 Mould cha 
stock Units, chairs, X-ray it abinets vall-bracket engines, | ratc application Nickel faced to fron 
spittoons, sterilisers, vulcanisers, ct und n ineous instruments. | E. Ho Bower (Dental) Manufacturing Co. Lid Stat R 
also Government Surplus chairs, spitt wless lights, engines, | North Harrow, Middlesex Tel. HAR 4710 
etc All Equipment is issued with a Certificate of test by our | 
service department. B Rosen (Dental Depot) Ltd, 4, Great North | DENTAL LABORATORIES 
Road. Newcastic-upon-Tyne, 1 Tel. 21677 | yo Rt mque and all requirements adapicd t 
WITHIN a week, rusty forceps pieces, re-stoned. | work Local co'lection or efficient posta Send 
nickel plated, returned as new, 14s. 4d.; original KaVo part [| price list and details John Hoy. 131, Erith Road. Bex 
nto handpieces, 23s. 9d Dental-Agencies-Scheuer, 18, Tooting Kent Telephone 7369 
Bec Road, London, S.W.17 | \ HELPING Hand is extended to every Practit who f 
STA-68, the famous Swedish Amalgam, is available again. Amal | 4 that he is unable to cope with s ow sthet work 
gamation in 30 seconds Complies with A.D.A. Master | Northern Laboratories. Didsbury, Manchest Part work 
specification 16s. 6d. per ounce, cash with order Free samples on | accepted ; 
request STA-68 Depot, Verwood, Dorset SHLEY Dental Laboratories, 431, Oxford Street. MAY 
STOCKT AKING sale Substantial p reductions offered on O30 Technical Advisers to Dental Manufacturing Co., Ltd., 
& dental chairs, cabinets, spittoon u engines, trolley for high-class prosthetic Dentistry 
tables nstruments, sundries and workr n ssities Send kK DI! Kensington Denta Lab ria Gr 
particulars of your requirements and w “ Der Supply London, W.8 West London's Premicr Technicians We 
Association Lid Regency s Warwick Street, London. W.1 undertake every phase of Dental Prosthetics Skilled mechanics 
‘one mirtute from Piccadilly GERrard 8449 Good messenger service Ring up K DLL. WEStern 
N AME plates in metal and plastics. Estimates and sketches free. | ORCELAIN Jacket Crowns, precision Bridge and Prosthetic 
4 \. T. Brown & Co. Ltd, 347 A 344. Ka ne Road. London work E. I. Spencer, Dental Laboratories Har'cy Street 
7. Telephone GRAngewood 1024 London, W.1. Tel.: LANgham 3921 


THE MEDICAL & DENTAL DEFENCE UNION OF SCOTLAND, LTD. 
Benefits Offered by the Union: 


Defence of claims for alleged negligence in professional work, including unlimited indemnity and 

Defence of claims against a principal in respect of acts by any assistant or locum. 

Advice on difficulties arising out of professional practice. 

All benefits available to members in the United Kingdom and Northern Ireland. 

Tne subscription payable by a practitioner elected to membership is £1 for the first three years of member- 
ship if he is elected within three years of his registration with the G.M.C., and £2 thereafter. 

The subscription payable by a practitioner elected to membership after he has been registered with the 
G.M.C. for three years is £2 

An entrance fee is not payable by those who are elected to membership within twelve months of their 
registration with the G.M.¢ 

Full particular 


plication for membership can be obtained from the Secretary 


C. C. MILLAR, C.A., 113 St. Vincent Street, Glasgow, C.2 : 
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ONE 


CLEANS TEETH THOROUGHLY 


Phillips’ Dental Magnesia is made to a 
balanced formula. Its regular use keeps 
the teeth scrupulously clean and en- 


TEE CHAS. B. PEILLIPS courages a healthy condition of the 


CHEMICAL CO. LTD., oral tissues. 
1, WARPLE WAY, 
LONDON, W.3 


COMBATS MOUTH ACIDITY 


Phillips’ Dental Magnesia is the only 
toothpaste containing *‘ Milk of Mag- 
nesia,’ which is recognized by the pro- 
fession as the most effective medium 
for controlling oral acidity. 


* Milk of Magnesia’ is the trade mark of Phillips’ preparation of maanesia 


METROLUX & REPLICA 


ACRYLIC ANTERIORS, POSTERIORS AND COMBINATION SETS 


me IN HUDDERSFIELD ENGLAND BY METRODENT LTD 


952 
AeETences 
‘2 S|) 
1 
| 4 
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ee 


remedial measures from the in- 


unavoidable pain. Particularly 


this so in the field 


of dental 


surgery. Nevertheless, much can 


Tablets, which relieve pain 
by the complementary action 


of two. well-known 


In addition the tablets contain 


the depression that so often 


results from pain. 


INTERNATIONAL 


CHEMICAL 


It is not always easy to dissociate 


fliction of a certain amount of 


done to minimise post-operative 


pain and discomfort by Anadin 


and reliable 


analgesics — aspirin and phenacetin. 


caffeine and quinine, the stimulant 


effects of which help to alleviate 


is 


be 


Anadin 


Trade Mark 


COMPANY 


Anadin is of great value whenever analgesia is required after treatment, 


premedication before the use of general anesthesia. 


LIMITED, 
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as a temporary means of relief in painful pulp infections and as @ 


BSOLUTE MORALITY IS THE REGULATION OF CONDUCT 
IN SUCH A WAY THAT PAIN SHALL NOT BE INFLICTED” 


Herbert Spenser. 


CHENIES STREET, 


Ww 


.C. 


| = 
| 
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WEDO 


ACRYLIC FILLINGS 


Three years of 
increasing success! 


Swedon is dropped into 
the cavity or applied 
with a brush. 


* 


Pressure is not needed. 


1950...1951...1952 


The fillings harden in 3-4 minutes. 


" Over a million Swedon fillings. 
Many dentists use Swedon as Swedon has shown an increasing success for three 
a fixing medium, with great’ ears) More than a million fillings have been made 

success. 

The results are excellent. There are for instance 
* innumerable Class IV Swedon fillings restoring the 
The catalyst of Swedon is stable; incisal angle For years they have resisted great 
nothing has to be added. strain and sustained the force of  miasticatior 


The different colours and colour concentrates will always give you the right shade 


It will pay you to order SWEDON — to-day ! 
Manufactured hy 
SVEDIA DENTAL-INDUSTRIE AB ENKOPING SWEDEN 
Sule distributors for the United Kingdom and Eire. 
HENRY COURTIN & SONS LIMITED 
109 JERMYN ST... LONDON, S.W.1. 
Telephone : WHitehall 7752 


1952 
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PALLACAST is a fine 

quality, but inexpensive casting alloy, 

suitable for all general purposes. It is a 

precious metal alloy of palladium, gold and 

silver. and makes good. strong dentures, 

Pallacast is white, easy to clean and as re- 

sistant to stains as 18 carat gold. It conforms 

to the N HLL. specification for dentures, 
bands and clasps. 


@ UNIGOLD 


@ TRUCAST 
Inlay Golds 


@ PLATINIZED GOLDS 
For all Purposes 


@ OROCAST 
Popular Casting Gold All-purpose Casting Gold 


@ CHICAGO 4 De Luxe 
Yellow Gold Alloy 


@ BAKER 4 
Platinized Casting Gold Materials 
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SUPER ORALIUM has a 
high proportion of Gold, Platinum and 


Palladium (one of the Platinum family), and 


casts, solders, polishes, and behaves like any 
other high-grade Casting Gold. It produces 
strong, dense castings, and has exceptional 
resistance to oral tarnish, Lighter in weight 
than 18 carat gold, it provides greater com- 


fort for the patient and is more economical. 


OTHER 


— 


Ask your authorised dealer to supply you ; or in case of difficulty, write to :— 


BAKER PLATINUM LTD., 52 HIGH HOLBORN, LONDON, W.C.1 Telephone: CHANCERY 8711 


fi 
ice “4a E > 
BAKER 
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35/- 


Pius | 3 Postage & Packing 


Lower grades ond other styles 
in stock 


PRICES AND 
FULL DETAILS ON 
APPLICATION 


Charles Baker & Co. Ltd. 


137-138 Tottenham Court Rd., London, W.! _| DENTAL INSTRUMENTS AND ACCESSORIES LTD. 


Telephone EUSTON 4721 (3 lines) 
MORLEY HOUSE - 320 REGENT ST. LONDON 
Also at 330/2, STATION ROAD, HARROW . ; 


 CHELTON WORKS, GONSALVA ROAD, LONDON, S.W.8 Macaulay 5575 (3 lines) / 


Efficient Equipment 


for Effictent Moulds 


“LOSCA” THERMOSTATICALLY CONTROLLED 
10 and 20 TON PRESSES 
FOR USE WITH OUR Electroformed Ccdsact'souuos 


Faultless acrylic teeth by all 
techniques can be ensured with 


our equipment. 


Ulustrated brochures 
and full details from 


LONDON & SCANDINAVIAN METALLURGICAL CO LIMITED 


@ DENTAL Aw UMENTS 
in 7 
44° long, 36” 46° chest 
| i 
aq 
| 
| 
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Local Anaesthetic 


CARTRIDGES 
Supplies of the Interesting 
4 new anaesthetic drug 


w-diethylamino- 2.6-dimethyl-acetanilide* 
breated by the Novutox cold steriiising process 


are now available as follows 


"Xylotox 2%, E.80 (epinephrine 1:80,000) 
Xylotox oY, E.50 (epinephrine 1:50,000 


For use in special cases only: 
Xylotox 2% S.E. (without epinephrine) 
(NOT RECOMMENDED FOR ROUTINE WORK) 


CARTRIDGES BOTTLES 
(Standard Size) (1 oz. Rubber-capped ) 


Boxes of 100 ... 45/- Cartons of 6 botties 
Boxes of 20... 9/6 24/- per carton 
FOR SURFACE APPLICATION 
Xylotox 5% paste 6/9 per tube 
Xylotox 4% solution . . . . 5/6 per 1-0%. bottle 


*Brit, Dent. J. (1950) 88, 214 = Svensk. Tandlak. Tidskr. (1947) 40, 831 


=) 
PHARMACEUTICAL MANUFACTURING ASHLEY ROAD, EPSOM 


COMPANY, PM SURREY 


— 
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Within the scope of most Dental 


Laboratories 


VIRELEU Mis a new type chrome 
cobalt molybdenum alloy. The 
Virilum  teehnique can be 
employed most dental 
laboratories, and any techni- 
clan who can gold can 


speedily learn to cast this alloy. 


The advantages of this metal and 
technique are:- 


The alloy is inert in body 
fluids. 


The raw casting is bright: and 


clean. It has no oxide skin. 


No sand blaster, high - speed 


polisher, or high temperature 
furnace are necessary. 


126 GREAT 


ELEPHONE MustumM 8674 


THE Ss. S. WHITE CO, 


PORTLAND 


DISTRIBUTORS 


OF GREAT BRITAIN 


7 tooth Virilum skeleton with 3 clas 
2 stabtheers and 6 occlusal rests Wetght 
0.190 oz. troy 
Duetility is good. Clasps may be mani- 
pulated freely without fear ot breaking. 
Gold wires can be attached with 
gold solder. 


Buttons and sprues can be re-cast. 


It retains a hard, mirror like polish 
discouraging tartar deposit. 


Virilium is approved for the 
National Health Service. 


Write or telephone for au 


Introductory Pamphlet. 


STREET LONDON 
also at LIVERPOOL & MANCHESTER 


. 
—— 
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Distress among those undergoing 
dental treatment is often 

greatest during the post-operative 
period, when the anwsthetic 

wears off and the nerves and tissues 
regain their sensitivity to pain. 
Post-operative pain of this kind, 
and the irritability and nervous 
tension that accompany it, can be 
effectively relieved by Veganin. 
The analgesic and sedative action 
of two Veganin tablets will ensure 


tranquillity and comfort for your patient. 


Veganin has never been advertised to the public Veganin is packed in tubes of 10 and 20 tablets. It is also 
available in bulk packages of 100 and 500, for surgery use only, 


William R.WARNER and G, td. Power Road, London U4 


en orderins 
INS 


DENDIA DIAMOND INSTRUMENTS 


Save time at every operation Retain their shape and 
cemarkable cutting power. 
A range of nearly 100 models provides the right 
instrament for every purpose. 
Available through your depot 


BRITISH DENTAL GOLDS LTD. 


Manufacturers of fine Dental Golds and alloys 
105 BOLSOVER STREET, LONDON. W.1 MUS 1911 
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Can you afford to be without 


a Kingsway Dental X-Ray outfit? 


DEBIT 


& Sost of apparatus. (Purchase 


out of income can be arranged) 


of accessories, films 


acd chemicals (a minor item) 


Time occupied by Operator 


(1 minute per film) 


Depreciation. A negligible 


factor because the “Kingsway” 


J 4 NY of the hundreds 

A Outfit maintains its value. 
of “Kingsway” users 

will confirm that there is 

no sounder investment for 

the dental surgeon. We will 

be pleased to send you on 


request an estimate of the 


expense involved together 
with fully descriptive 


literature. 


‘RINGSWAY 
Dental Kay 


On ttit 


WATSON & SONS (ELECTRO-MEDICAL) LTD. 
EAST LANE, NORTH WEMBLEY, MIDDLESEX. 


AN X-RAY BALANCE SHEET | 


CREDIT | 


X-rays reveal work to be done 
which would not otherwise be 


found. | 


X-rays provide evidence to 
your patients of the necessity 


for treatment. 


X-rays give you added confidence 


in your diagnosis; greater 


interest in your profession. 


The possession of an X-Ray Unit 
gives added prestige; attracts 


new patients. 


An X-Ray Unit increases the 


capital value of your practice. 


Fees for radiographs. 


ARNOLD 6215 


<> 
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Registered Trode Mork U.K N° 694373 


The Modulus of Elasticity, or Young's Modulus, is a 
measurement of ‘stiffness’ and. taken in conjunction with the 
High Tensile Strength of 125,000 |b. per square inch, allows 
us to fabricate with safety, appliances of extreme delicacy 


without fear of the patient distorting them during handling 


or mastication 


To enable full use of these properties to be made there is 
a staff of specially trained technicians at Viscosa House, 
skilled in the efficient and aesthetic design of your Skeleton 
Frameworks, giving you real craftsmanship at competitive 


prices 


We require an accurate stone model, an opposing model and 
a bite, together with precise instructions to enable us to give 


you satisfaction 
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The only Chrome -Cobalt A 
with a Modulus 


Illustrative of the slenderness of the bars of 

skeleton cases cast in “‘Megallium ind also 

f cast lattice saddles, which give xeellent 
retention and allow for future relining 


C.cL.E. ATTENBOROUGH LTD. 


DENTAL MECHANICS AND DENTAL BRUSH MANUFACTURERS 


VISCOSA HOUSE + GEORGE STREET = NOTTINGHAM 
Telephone : NOTTINGHAM 40374 


Telegroms 


: LATERAL . NOTTINGHAM 


are 
oy 
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It's what you do 
at the chair 
plus 


what your patient 


does at home 
that adds up to 


sound oral hygiene 


BRISTOL-MYERS LTD., 209-215 Blackfriars Road, London, S.E.! 


» 
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W orld-famous 


for BETTER 


posterior 


fillings 


wsthetic appearance 
easier insertion 


treedom from thermal shock 


Available in 8 shades 
in Full Size and Triple 
Size Packets or in 
4 Colour Assortments 


The Petralit Handbook and Shade Guide are available on request to 


DENTAL FILLINGS LIMITED 
19 GRAYLING ROAD LONDON N.16 


Other product 


ASTRALIT — DENTAFIL ALGANOL — CRONALIT — CROWN CEMENT — D.-F.L. COPPER 
CEMENT — ALLOYS — IMPRESSION COMPOUNDS — SIMPLEX PENTOCRYL — ACROFIX 
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Here it is! NATURAL VEIN: SIMULATION 


DENTA 


FREE FROM 


IRRITANT FOREIGN MATTER 


In introducing Lumacryl Denture Base we feel 
that a notable contribution to Dental Prosthetics 
is being made. Never before has it been possible 
to offer all the advantages that are to be found 


in this revolutionary material. 


%& Natural tissue effect obtained with pure methy! methacryl- 
ate without the weakening addition of foreign matter to 


the polymer—thus eliminating a possible cause of fracture. 


%& Provides satin smooth surfaces—no foreign matter to 


irritate sensitive tissues, 


Tri-colouration values for rich‘and accurate gum tissue 
reproduction. Reduced colour wash prevents bad dis- 
persion, 


% Does not alter colour when used with metal plates. 
¥%& Freedom from bleaching and discoloration. 


*% Clean, silky dough that remains in a workable state for 


20 minutes and Hows under steady pressure. 


VEINED No. 1 and No. 2 


STANDARD No. | and No. 2 


L MANUFACTURING CO. LTD. 
97 GREAT PORTLAND ST. LONDON W.I. 
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COURSES in dentistry can be taken in the 
Argentine at three of the five universities. In the 
biggest university at Buenos Aires there is a 
separate dental faculty, having equal status 
with the other faculties of medicine, engineering, 
law, economics, philosophy, architecture and 
agriculture. In the other two universities at 
Rosario and Cordoba the dental school is a 
branch of the medical faculty. Steps, however, 
are being taken in these universities in order to 
establish a separate dental faculty 

I have been asked to give a brief description 
of the system of teaching, the staff and the 
buildings of the Buenos Aires dental school in 
which I was trained 


TEACHING 

Competition is very keen for places in the 
dental school, there usually being twice as many 
applicants as can be comfortably accommodated 
in the school. No fees are paid by the students, 
the University being State owned, but the stu- 
dents have, of course, to maintain themselves 
during the five years of training. Normally 
students take the entrance examination when they 
are between 17 and 18 years old. This, incommon 
with all examinations in the course, is entirely 
oral, no written papers of any kind are demanded 
of the students. Practical examinations are, of 
course, held in the clinical studies. 

Most of the subjects taken in the entrance 
examination are learnt by the student at the 
grammar school, but a special course for this 
examination is given at the dental school. The 
subjects are biology and hygiene, physics and 
chemistry, and languages. For the language 
examination each student has to read and 
translate a scientific paper, in either French or 
Italian, and in either English or German. 


When the student has passed the entrance 


ORIGINAL COMMUNICATIONS 


DENTAL EDUCATION IN BUENOS AIRES 
Dr. MARIO G. 


BANCALARI 


examination, he commences his five-year course 
which can be considered in three separate parts. 
Two years as basic training, one year as pre- 
clinical training and the two final years as 
clinical training. The training is carried out in 
twenty-one separate departments of the dental 
faculty, each of which has a separate professor 


National University of Buenos Aires 
of Odontology. 
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in charge, and which holds 
nation in its subject 

During the first year the student attends the 
anatomy department. Here a general knowledge 
of the whole body structure is given. No detailed 
knowledge of any part 1s expected of a student 
except a minute knowledge of the structures in 
the head and neck. Dissections of the head and 
neck are done by the students on the cadaver. 
Comparative anatomy ts also studied during 
this year, as well as dental anatomy, which is 
taught by means of tooth carving and tooth form 
drawings. 

In addition to anatomy, during the first year, 
the student studies in the histology and embry- 
ology departments 

These subjects are covered both 
general and special dental aspects. 

In the second year the student studies in the 
departments of pathology, bacteriology and 
parasitology, physiology, including biochemistry 
and biophysics, and metallurgy and dental 
materials 


a separate exami- 


from the 


The subject matter in these courses is very 
similar to that taught in the English universities. 
When the third year is reached the student, 
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One of ten similar clinics. 


having gained a firm grounding tn the basic 
and a good knowledge of dental 
materials, is given a course of dental mechanics 
During this he is trained to do all the technical 
procedures used in a mechanical laboratory 
He also starts a course in phantom head work 
and is shown by chairside demonstrations how to 
recognise the pathological conditions he ts likely 
to meet in practice. He also attends the depart 
ment of pharmacology and therapeutics where he 
learns about the drugs used in dentistry and the 
care of his instruments. At this 
allowed to treat his first patient when he carries 
out a scaling and polishing under instructions 

It is not, however, until the fourth year that 
the student fully applies his clinical knowledge 
In that year he commences work in the depart 
ments of junior operative dentistry, 
prosthetics, parodontal disease, radiology, minor 
oral surgery and dental clinical pathology 

The work in the junior dentistry 
department is very similar to that in the English 
schools, but in the clinical prosthetic department 
the student is taught to do partial denture work, 
and crown and bridge work. At this stage the 
student has received no instruction in full 


scrences 


stage he 1s 


clinical 


operative 
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nture prosthesis, this taking place in the final 


fhe department of radiology includes in its 

e a study of all electrical appliances with a 
tal use, such as, short-wave diathermy, 

violet waves, infra-red rays, and ionisation. 
In the minor oral surgery department simple 

ictions are begun and instruction ts given 
ipicectomies, whilst wn the dental clinical 
pathology department the recognition of im- 
tant general diseases from oral symptoms 
tressed 
When the fifth year starts the harder aspects 
mservation work are studied, gold inlays, 
and porcelain work being included. 
Orthodontics and children’s dentistry are 
eparate departments through which the student 
has to pass 

Ihe dental school has twenty beds for the 
treatment of in-patients and for the instruction 
the students in maxillo-facial surgery. Here 

students are given an introduction to ward 
duties and general hospital routine 

In addition to these more advanced studies 

student is taught to construct full dentures 

maxillo-facial appliances. Examinations 
ire taken at the end of each year in the depart- 
ments in which the student has passed the year. 

When the student has satisfactorily completed 
the tive years’ study and passed all his examt- 
nations he may use the title “ Dentist.” In 
order to become a doctor in dentistry he has to 
submit a thesis based on the results of his own 
research. This is usually done within a year or 
two of completing a course. 

In addition to undergraduate instruction, an 

tablished system of post-graduate courses 1s 

1 operation. By means of these, graduates can 
study and spectalise in orthodontics, radiology, 
maxillo-facial surgery and prosthetics (full 
denture construction only) 

bees are charged for this instruction, which 
is normally a two-year course. Having satis- 
tactorily completed these two years, the graduate 
is now entitled to use the word * Specialist.” 

In addition, refresher courses of a few weeks’ 
duravion are given which are attended by dentists 
from all the Spanish-speaking countries of 
South America 

Apart from the education of dentists the 
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school also undertakes the instruction of dental 
assistants and dental technicians, givit 
instances a two-year course. The dental assistants 
in addition to being taught the scaling and 
polishing of teeth are also taught all the duties 
of a chairside assistant and are given a course 
in shorthand, typewriting and book-keeping 
These dental assistants then go into the private 
practices of dentists practising outside the 


school. 


in both 


STAFI 

The school is controlled by a directive Council 
under the chairmanship of a Dean, Professor 
Doctor Guillermo A. Bizzozero. 

Each of the twenty-one departments ts 
governed by a head professor who has the 
assistance of five assistant professors. In addition 
much of the practical work of the department ts 
supervised by “Chiefs of Practical Work ” 
and their assistants. These appointments are a 
necessary step towards the rank of assistant 
professor in the school. 

All the members of the teaching staff of the 
school, some 250, are at present part-time, 
although there is a growing tendency for full- 
lime appointments to be made in the pro- 
fessorial rank 

All teachers, whatever their subject or grade, 
are required to hold a dental doctorate. For 
instance, the professor of physiology in_ the 
dental school has to have a dental qualification 
in addition to his physiological training 

In several of the departments there exist 
societies formed to study a particular speciality 
of dentistry. Most of these departments, 
membership of which is restricted to genuine 
specialists, publish journals of their own 
Prominent among these journals are: “Profesis,” 
*Odontopediatria” and *Operatoria Dental.” 

There are usually 1,500 students in the school 
at a time, with approximately 450 dental chairs 
available for use. 

BUILDINGS 

As will be seen from the photographs the 
building is very large, indeed, a claim is made 
that it is the biggest dental school in the world 
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DENTAL EDUCATION IN THE UNITED STATES OF AMERICA 
4 Comparison with the British System 


By F. t. 


HARDWICK, M.D.S., PH.D. 


University of Birmingham 


A RECENT visit to the United States gave me 
the opportunity of studying the system of dental 
education there and comparing it with that in 
this country. I was particularly interested to 
see whether by adopting some of their methods 
of training dental students, the dental curricula 
in this country could be improved or shortened 
(thus enabling more students to be trained). 

Visits were paid to nine institutions for train- 
ing dental students or dental graduates in the 
eastern and middle west States and I had the 
opportunity of meeting seven of the heads of 
these institutions. In addition, several hospitals 
and other organisations indirectly connected 
with dentistry were visited. 


GENERAI 

Within the United States of America there is 
no body analogous to the General Medical 
Council (soon to become the General Dental 
Council) which regulates the dental curricula 
and the conduct of examinations throughout the 
country. Licence to practise dentistry is subject 
to the laws of the individual states. These states 
have individual boards of dental examiners 
usually appointed by the governor of the State. 
There is, therefore, no nationally recognised 
dental curriculum or licensing examination 
within the United States although the Council 
of the National Board of Dental Examiners, 
which is a standing committee of the American 
Dental Association, conducts written examina- 
tions and issues certificates to successful candi- 
dates which are now recognised within about 
half the States of America. As a result of this 
system there are wide variations in the American 
dental courses and it is therefore difficult to form 
a true comparison between American and British 
dental education. Moreover in order to under- 
stand American dental education it is necessary 
to take into account the system of general 
education which precedes it and which differs 
largely from the British system. Apart from this, 
in a short visit it is impossible to study the 
American training thoroughly. The visit was, 
however, of great value in enabling one to see 
certain aspects of American dental education 
which were definitely better than the British 
system. 

The training of a dental student must be 
related to the society in which he expects to 


practise after qualification. It is of little value 
teaching a student techniques which he can never 
put into practice. The American social system 
differs greatly from the British, and it is therefore 
not surprising to find that different degrees of 
importance are attached to certain aspects of 
dental education. However, several of the 
methods of dental education in America could 
be applied in England with advantage. In many 
respects the training of dental students in this 
country is sounder than in the U.S.A. 

There is a widely accepted belief, not only in 
America but also in Britain, that American 
dental education is of a higher standard than 
ours. In general, I believe that this is not so. 
The American dental student is the better 
technician but the English student has a broader 
understanding of the basic sciences, a_ better 
knowledge of general medicine and surgery and 
a greater degree of clinical experience on the 
day he qualifies. 

This belief in the worth of American dental 
education is probably due to the following 
reasons. First, in the past American dentistry 
has led the world in most branches. Secondly, 
there is a tendency to compare the standard of 
dentistry of the average practising dentist with 
his British counterpart and to attribute the 
difference to the two systems of education. This 
is not justifiable. The American public has 
been educated to demand and to pay for high 
quality dentistry: the British people have not, 
and, therefore, the average British dentist is 
bound to produce * utility dentistry. More- 
over, there is in America about one dentist to 
every 1,800 people (of whom only half can 
obtain dental treatment because of economic 
circumstances) whereas in Britain there is only 
one dentist to every 3,500 people, of whom all 
until recently were entitled to free treatment. 
The British dentist must therefore try to do the 
greatest good for the greatest number of 
patients even though the quality of his work 
falls thereby. Finally, some British dentists 
undertake post-graduate work in America, 
mainly to improve their technical skill in 
operative dental surgery, for which the United 
States has a well-merited reputation. Having 


obtained an American qualification these dental 
surgeons tend to attribute to the whole of the 


125 
| 
| 
i 


1 BRITISH DENT 


\merican dental course the excellence that 
in this particular branch 
STUDENT INTAKE 
ere are many more applicants for places in 


ican dental schools than places available 
schools have about a 10:1 ratio of 


pplicants to places. The overall ratio is lower 
in this because students usually enter their 
imes for more than one school; it is probable 


that the true ratio throughout the country is 
thout 3:1. In this country at the present time 
verall ratio is probably only about 3: 2 
\merican students are drawn for the most 
part from the more wealthy classes on account 
tthe high cost of dental education and the small 
mber of scholarships available. To a certain 
nt this limitation 1s offset by the large 
ber of students who undertake part-time 
nployment, especially during the long vacation, 
order to earn money to pay part of their fees 
Dental school fees including the purchase of 
Equipment, ete., are between £200 and 
{400 a year. In State-aided schools, fees for 
lents resident in that State are appreciably 
reduced. Board and lodging will cost from £250 
t3sQa vear. The total cost of a dental education, 
rt from the obligatory two years’ college 
lucation, 1s therefore more than £2,000 
In most schools selection by interview 
ombined with a study of the candidate's school 
ind college record. At present a pilot survey to 
the rehability of dental aptitude tests 
sponsored by the Council of Dental Education 
the American Dental Association 1s being 
nducted throughout the country. The results 
uch tests are being correlated with the 
tudent’s subsequent undergraduate record. It 
is Stated that there is a high degree of correlation. 
One school ts already using these tests in selecting 
its students. The tests applied to each student 
ire 
1) Carving Dexterity Test. (This ts a test of manual 
skill in carving.) 


Psychological Test (This ts very similar to the 


Intellizence Test in the British Army during the 
lust walt.) 


(3) Survey of Bioloey, Physics and Chemistry, (The 


questions mm this paper appear to be of a slightly 
lower standard tha the British School Certificate 
recently replaced by the General Certificate of 
tducation at the ordinary level.) 


4) Survey of Visualisatio 

8) Interpretation of Reading 

To enable these tests to be marked quickly, 
the answers to all tests except the manual 
dexterity test are mc:cated by pencilled marks 
on specnilly designed forms (A selection of 


inswers Is given to each particular question.) The 
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marking itself is performed in an ingenious 
electrical machine. Although the results of these 
tests are suid to be encouraging it is admitted 
that they are not infallible and that the potential 
abilities of students should be assessed by as 
many criteria as possible including the pre-dental 
academic reports. A test of this kind does not 
take into account many other characteristics 
which are of equal or even greater importance, 
such as personality, moral fibre, command of 
the English language, health and eyesight. It is 
probable that much of the enthusiasm for this 
type of test arises because it enables candidates 
to be selected more or less automatically without 
placing on the selection board much responsi- 
bility for making subjective evaluations 

It is interesting to note that in the University 
of California College of Dentistry so much 
importance is attached to manual aptitude tests 
which are given to all applicants in that school 
that they accept a man with only a fair standard 
of general education but with outstanding 
manual dexterity in preference to an applicant 
with an excellent record for general education 
but of only average manual ability. It is stated 
that following the institution of these tests 
failures in dental examinations in this college 
have fallen to a remarkable extent 


THe LENGTH OF THE AMERICAN CURRICULUM 

Before commencing his dental course, the 
American dental student is required to attend a 
college of liberal arts and science for a minimum 
of two years. This college course includes 
instruction in English, biology, chemistry and 
physics. One-third of the present dental under- 
graduates have taken a bachelor’s or master’s 
degree, usually in arts or science. Theoretically, 
therefore, the American dental student should 
have had a more liberal education than the 
English student. Some American teaching staff 
told me that it is doubtful, in fact, whether the 
American student’s education is broader. The 
British schoolboy works harder at his grammar 
or public school than the American in his high 
school or college, and ts therefore as advanced 
at the age of 17 or 18 as the American at 19 or 
20. The result of this compulsory college training 
is that the American takes his dental qualification 
at the ave of about 24, a year or two later than 
the English student. Although a more liberal 
education is desirable, such a compulsory pre- 
dental course would not be practicable in the 
present economic conditions in Brital 


The normal course in the Americ dental 
school is of four years’ duration. | 46 the 
Council on Dental Education of the American 
Dental Association recommended t! 1 dental 
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course should not be les 
not more than 4,400 ho 
normal licentiate course 
5,000 and 6,000 hours. 7 
therefore is appreciably 
American. 


in 3,800 hours and 

In England the 
ries between about 
British curriculum 
longer than the 


THE RELATIONSHIP OF DENTISTRY 
MEDICINI 

In America there is a 

body of opinion which bel 

obtain satisfactory 


GENERAL 


large and influential 
ves that in order to 
dental progress, dentistry 


should be independent of medicine. It main- 
tains that the best interests of dental education 
will be served only when the profession has 


complete administrative autonomy. This feeling 
is sO strong that Columbia and Harvard Dental 
Schools, which are dental schools within medical 
faculties, had difficulty, despite their reputation, 
in obtaining recognition as schools approved by 
the Council on Dental Education. 

On the other hand, it ts stated that there 
should be the closest possible liaison with the 
medical faculty. Many schools are, indeed, 
housed within the same buildings as the medical 
faculty but one gained the impression that even 
in these schools the liaison was less close than 
exists in some British schools 

As a reaction to this tendency Harvard School 
of Dental Medicine has swung to the opposite 
extreme. For the first two years of their course 
the dental students attend the same classes and 
spend the same number of hours in the basic 
medical subjects as medical students. A short 
course of lectures is even given in obstetrics. It 
is stated that the curriculum especially 
designed for training prospective dental teachers 
and research workers. 

PRE-CLINICAL TEACHING 

Many subjects which in England are taught 
by other departments of the medical faculty 
(such as anatomy, biochemistry, bacteriology) 
are dealt with in some of the larger American 
dental schools by medically (or otherwise 
suitably qualified) lecturers of the dental faculty. 
This should be advantageous as it enables the 
special needs of the dental student to be catered 
for adequately without at the same time burden- 
ing him with unnecessary knowledge. These 
large American schools have an annual intake of 
over 100 freshmen. (The average-sized American 
dental school has nearly 300 students—that is, 
equal to the largest English schools.) A similar 
system, however desirable, would hardly be 
economical in English schools with an annual 
intake about one-third this number. Most of the 
advantages of this system could, however, be 
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obtained by the appointment of more 
in other departments of the medical] 
English universities who 


lecturers 


faculties ot 


would be 


solely Or 

mainly responsible for the teaching of dental 
students. 

The Jecture halls and laboratories for the 


teaching of pre-clinical subjects are of about the 
same standard as those found in most English 
schools Without being an observer at the 
American examinations it ts difficult to say 
whether the standard of teaching in pre-clinical 
subjects is as high or higher than in England 
However, from talks with American teaching 
staff | formed the opinion that in general it ts on 
a lower level. 

It is difficult to compare the time allotted to 
each subject because the syllabus covered in 
each subject ts not the same for each school 

In general, slightly less time is devoted to 
anatomy, but features with a dental connexion 
are dealt with fully. In some schools special 
courses on the applied anatomy of the head and 
neck are given. The time devoted to the teach- 
ing of physiology, including biochemistry, is 
slightly less than in this country but a greater 
emphasis is placed on biochemistry. Pathology, 
including dental pathology, is allotted slightly 
more teaching time than in England. This may 
in part be accounted for by their being taught 
in Britain to a certain extent in other subjects 
such as surgery. 

The time devoted to bacteriology 11 
schools is very 
England, and ts in my opinion excessive 

It is extremely difficult to assess the time 
devoted to the teaching of dental mechanics in 
America, because 1n some schools it is classed 
with other subjects, such as crown and bridge 
work, as prosthodontia. On the average only 
about 600 hours is allotted to. thi 
compared with about 800 hours in | 
schools. 


\merican 
long compared with that is 


subject 
nglish 
(Clinical prosthetics and crown 
bridge work are not included in these figures.) 
If crown and bridge work, clinical prosthetics, 
etc., are included about 1.000 hours are 
the teaching of * prosthetic dentistry 

In general, it would be true to say that 
American pre-clinical dental education produces 
first-class technicians but does not provide such 
a wide background in the basic science 
the English system. As a result prospective 
research students and teachers in America have 
not such a sound foundation on which to build 
new knowledge. This deficiency is to a certain 
extent overcome by the existence of special 
training institutions for research workers, such 
as the University of Rochester, Harvard Medical 
School and the Zoller Dental Clinic. 


and 


spent in 


aS does 


But some 


| 
4 


ol the best-known teaching staff in pre-clinical 
ibyects and research workers have a European 
ickvround and training 

Ihree aspects of pre-clinical teaching im- 
pressed me as being of value. They could be 

idopted in this country with advantage. (A 

fourth was seen at San Francisco by Professor 

|. Bo Manley—the excellent tooth morphology 
course with its training in manual precision work.) 

(1) At Hlinois dental school, in their first year, 
students take a course on the basic methods of 
working dental materials —casting, cold working, 
soldering, etc. Students are given a set of tests 
to demonstrate each separate technique. Abso- 
jute precision in workmanship is insisted upon 
and most of the finished pieces of work were of 
excellent craftsmanship. It is claimed by 

Professor Brodie, the Dean of Illinois College of 

Dentistry, that in this short course of about 130 

hours at the beginning of his dental career the 

student can be taught all the basic principles of 
the techniques of mechanical dentistry, crown 
and bridge work and inlay casting. As a result 
duplication of teaching is avoided, thus saving 
much teaching time. The students are fit to 
undertake clinical work in prosthetic dentistry in 
the first year of their course. In addition any 
student lacking in manual dexterity can be 
discovered in the earliest stages of his course and 
can be advised that he ts unsuitable for training 
as a dentist 

(2) A greater emphasis ts placed on a special- 
sed teaching in biochemistry. With the increas- 
ing importance of preventive treatment for 
caries, a similar emphasis should be placed on 
biochemistry in this country. 

(3) At Northwestern University there is an 
excellent. course illustrating the properties of 
dental materials. 


TEACHING OF MEDICINE AND SURGERY 

In veneral, less time is devoted to teaching 
medicine and surgery than in England. Few 
schools, in fact, have special courses in general 
surgery. On the other hand, certain schools have 
excellent departments of oral medicine. The 
teaching of these subjects has therefore a more 
direct bearing on the practice of dentistry. The 
amount of clinical material available in these 


departments ts often less than that of several of 


the larve English schools; this must be a grave 
handicap to the practical teaching of this subject 
when the large American student intake ts taken 


Into account 


THe oF SUBJECTS 
The teaching of clinical dental surgery in 
ided into many smaller 


America has been 
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Subjects. To a certain extent such specialisation 
is bound to occur in schools with student intakes 
of over 100 freshmen a year. There is, however, 
a high degree of over-specialisation. It is felt by 
many that this danger exists to an equal extent 
in medicine as in dentistry. Certainly many 
American teachers are aware of this danger. 
With this over-specialisation there is a likelihood 
of the mouth—indeed of the individual—as a 
whole being disregarded in an attempt to improve 
the treatment of one aspect of dental or oral 
disease. To counteract this tendency, the depart- 
ments for examining the mouth of the patient 
when he first attends for treatment prescribe the 
future treatment in great detail. This system 
tends to be rather cumbersome, rigid and time- 
consuming. Even then it does not always 
obviate taking the patient from one floor of the 
hospital to another in the case of, for instance, 
treatment involving crown and bridge work and 
simple conservation work. In my opinion the 
more flexible and less specialised British system 
will produce the better all round dental surgeon. 

The emphasis that is placed on the various 
specialities of dental surgery shows marked 
differences from that in England. 

The reputation of the United States for the 
excellence of the technical procedures in opera- 
tive dental surgery is justifiably very high. As 
has been pointed out earlier in this paper, the 
high standard in this branch of the American 
practising dentist is not entirely due to his 
training while a student. But it must be admitted 
that the quality of the work of American dental 
students in conservative procedures is higher 
than that of British students. At first glance 
this is surprising because both the * schedules” 
in clinical dental surgery and the actual time 
spent in clinical training is less than in Britain. 
A careful study of the curricula of several 
American schools shows that the time spent in 
teaching operative dental surgery is only about 
75 per cent of that spent in this country. 

The reasons for the high quality of the training 
in operative dental surgery in American schools 
deserve careful study, because the * bottleneck ” 
in the training of more dental students in 


Britain is mainly in this branch, on account of 


lack of buildings and of suitable staff. (In the 
basic sciences, where the training is very similar 
to that in medicine, an expansion in the teaching 
facilities should be relatively easy because It Is 
not expected that the intake of medical students 
will increase during the next few years 

Several reasons may be given for the high 


quality of the American training in operative 
dentistry: 
(1) American schools train their students in 
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precision work from the very beginning of their 
course. This is well seen in the tooth mor- 
phology course at California and the technical 
procedures course at Illinois. Quality and 
precision is always stressed rather than speed. 
(At some schools, beautifully made boxes are 
provided in which all the students’ work done on 
phantom heads may be mounted. Old students 
keep this work and show an obvious pride in 
demonstrating it in after life.) 

(2) During the clinical training precision is 
again insisted upon. 
consideration. Trial 
eliminated entirely. 

(3) The clinical training is very well organised. 
It may, however, be criticised to a certain extent 
as being too dogmatic. Precise instructions are 
given for each detail of procedure. This appears 
to be rather unnecessary as any student of 
average mental ability should be able to apply 
the principles that he has been taught. 

(4) Nearly every other consideration is sacri- 
ficed to the desirability of providing perfect 
restorations. American dental schools exist to 
train dental students. They are interested in the 
patients as a means to this end; it is not sur- 
prising, therefore, that certain schools have 
difficulty in obtaining sufficient clinical material 
for teaching purposes. It is a justifiable criticism 
of some British dental hospitals that they tend 
at times to use the students for giving treatment 
to patients without considering the value of this 
treatment in teaching the students. 

(5) Those procedures calling for the highest 
degree of precision work are stressed in the 
students’ schedules. This may be seen by com- 
paring the minimum schedules of two American 
schools with those of an average English school. 
Roughly these are: 


Speed is a secondary 
and error methods are 


Crown and bridge work. 
Children’s dentistry, 
Inlays. 

Gold fouls. 


More in U.S.A. 

More in U.S.A. 

Slightly less in U.S.A. 

Slightly less in U.S.A. 
(but the 


otten 


restorations 

are more am- 
bitious) 

Slightly less in U.S.A. 

About one-third in U.S.A. 


Root fillings. 
Amalgam and synthetic 
fillings 


Apparently a manual skill developed for one 
procedure cannot be transferred to another type 
of operation. Thus a training in the insertion of 
gold foil fillings will not improve plastic filling 


technique, but it seems probable that a training 
in one tvpe of precision work calling tor mental 
on may ease the acquisition of a skill 
in another type of precision work where similar 
are used 


concentra! 


instruments 
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OTHER BRANCHES OF 
SURGERY 

Extraction Techniques and Oral Surgery. 

British standards very little time is devoted to 

training in extraction techniques and it seems to 

be generally admitted that the British dentist is 

more competent in this branch than the American. 


CLINICAL DENTAI 


By 


Some American students on graduating have 
only performed twenty or thirty extractions. 
Skill in extractions is only acquired by practice 
and therefore it would seem that the British 
teaching in this respect is superior. 

Little oral surgery is performed by the 
ordinary American practising dentist and less 
time is devoted to the teaching of oral surgery 
in -,merican schools than in England, 

Orthodontics.—The emphasis placed on this 
subject in the U.S.A. is similar to that in Britain. 
It tends to be regarded as a subject for the 
graduate specialist, undergraduate teaching 
being concentrated on the broad principles of 
orthodontics and on preventive orthodontics. 
The University of California runs a_ special 
undergraduate dental course for those students 
who intend to specialise in this branch. 

Periodontia.—The attention paid to 
subject is much the same as in England. 

Anasthesia.—In many States general anexs- 
thetics are not normally administered by dental 
surgeons. Many schools give little effective 
practical training in general anesthesia. Most 
operations are therefore performed under local 
anesthesia. 

Radiology.—Courses in this subject are longer 
and more fully organised than is usual in 
Britain. 


this 


BUILDINGS AND EQUIPMENT. 

The accommodation and equipment for 
teaching clinical subjects are superior in all the 
schools visited, except one, to that found in the 
average British dental school. In most schools 
the dental faculty is housed in the same building 
as the medical faculty. 


STAFFING 
The staff-student ratio in clinical subjects is 
similar to or slightly higher than that in English 
schools. The proportion of part-time teachers 
to full-time teachers is also similar or slightly 
higher than in Britain. The relative shortage of 
good full-trme teaching staff is viewed with 
concern by many but it is stated that it is difficult 
to attract the right type of dentist into an aca- 
demic career because of the poor salaries offered 
in relation to the remuneration that they could 
obtain in private practice. Essentially the same 

problems exist in this country 
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It is difficult to compare academic salaries in 
¢ United States and in Britain because of the 
different costs of living and because the grading 
of academic staffs is not the same in the two 
countries. The corresponding academic grades 
ippear to be roughly 
British 

Professor 

Reader 

Senior Lecturer 


+} 


Professor 
Associate Professor 
Assistant Professor 
Junior Lecturer Instructors or assistant 

instructors, associates 
ait 

The proportion of full professors to other 
icudemic grades is higher than in England, and, 
contrary to the British practice, a large pro- 
poruon of academic staff of American pro- 
fessorial status are part-time teachers. If the 
alaries of the American teaching staff are 
compared with the comparable grades of British 
teachers at $2.80 to the £1, American academic 
alaries are slightly higher than English It 
an allowance ts made for the higher cost of 
living in America, they are slightly less. 


CONCLUSIONS AND SOME SUGGESTIONS FOR THE 
IMPROVEMENT OF BRITISH DENTAL CURRICULA 

IN THE LIGHT OF AMERICAN EXPERIENCE IN 

DENTAL EDUCATION 

A comparison of American and British dental 
education shows that in several branches the 
American system of training 1s more effective 
than the British. [t is especially noteworthy 
that the total time in hours of the American 
dental curriculum ts about 25 per cent less than 
that m this country. Hf the British system ot 
teaching were to become as efficient as the 
American, tt would be possible to shorten the 
licentiate dental course by about six months 


without appreciably lowering the standard of 


the training. As a result it would be possible to 
train a correspondingly greater number of dental 
students with the facilities that exist in’ this 
country at present 

In general it may be said that graduates ot 
American dental schools are not noticeably less 
well-equipped for dental practice than the 
British The American graduate excels in 


operative techniques and in his knowledge of 


biochemistry: the British licentiate has a 
broader training in the basic sciences, a wider 
outlook on medicine and surgery, and excels in 
the surgical side of dentistry 

It ws suggested the British dental curriculum 
could be improved and shortened by the in- 
clusion of certain American features 

(1) The problems of dental education should 
be studied in detail as they have been in America. 
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The courses should be so integrated » avoid 
overlap and contradictions in teach It is a 


fair criticism of the British curricula that they 
are often haphazard and have not been fitted 


into a broad educational programm 

(2) Training in precision workmanship and 
visualisation of tooth form (such as ts given 
in the University of California tooth 


morphology course) should be given in the 
first year 

(3) A basic techniques course sim 
in the University of Tlinois should | 
before the commencement of the dental 
course. It should emphasise the manual! training 
in precision work of the tooth morphology course 
and teach all the basic techniques of dental 
mechanics, crown and bridge work and tnlay 
casting. Duplication of teaching tn later courses 
would thus be avoided. Such a course, if held 
in the first year, would help to indicate, at an 
early stage of their academic career, any students 
unsuited for dentistry on account of their lack ot 
manual dexterity. 

(4) The anatomy course should be shortened. 
Much of the present teaching in anatomy has 
little practical application to dentistry The 
study of parts of the body (other than the head 
and neck) should be limited to giving the 
student sufficient knowledge to enable him to 
understand other subjects such as physiology 
and surgery. Dissection of these parts should 
not be necessary 

On the other hand, the head and neck should 


to that 
nstituted 


nechanics 


be dealt with in detail, both by individual dis- 
section and by lecture. 
It is noticeable at present that, b » time a 


student reaches his third year he has forgotten 
most of the anatomy of the head and neck. A 
course designed to revise his knowledge and to 
demonstrate its practical application to dentistry 
should be given at the end of the second year, 
or the beginning of the third year. It should be 
integrated with the lectures local 
anesthesia, oral surgery and diagnosis, and 
dental prosthetics. 

(5) A course on dental materials (similar to 
that at Northwestern University) should be given 
and should run concurrently with the basic 
techniques course. It should deal roughly 
not only with the properties of the materials 
used in dental mechanics but also with those 
used in operative dentistry — the nalgams, 
cements, porcelains, ete. Instruction should be 
given in the theory of the techniques of dentistry 
(e.g. cold working, annealing, casting, welding, 
polymerisation of resins, etc.). 

(6) The emphasis placed on varto 
the physiology course should be altered. Bio- 
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chemistry should be dealt with more fully, especi- 
ally carbohydrate metabolism I 
the dental tissues should be studied. The physi- 
ology of the dental tissues could be included in 
this course, or in the dental histology course. 

(7) The time allotted to the teaching of dental 
mechanics should be reduced from the present 
800 hours to about 600 hours. Much of the 
basic training will have been undertaken already 
in the basic techniques course 

The clinical prosthetics course should com- 
mence about the same the dental 
mechanics course. There should be no reduction 
in the time allotted to dental prosthetics. 

(8) The time devoted to clinical practice in 
operative dental surgery could be reduced by 
about 20 per cent Absolute precision in 
workmanship should be insisted upon. Students’ 
clinical schedules should be based on the quality 
and difficulty of the restorations, rather than on 
their numerical output, and those demanding 
the greatest precision should be stressed. Thus 
more trme should be spent on crowns, bridges 
and inlays, less on plastic fillings. Mere repe- 
tition of large numbers of simple plastic fillings 
does little to improve the quality of the student's 
work though it may enable him to develop 
speed. However, the number of plastic fillings 
undertaken in a student’s undergraduate training 
should not be reduced to the extent that it has 
been in some American schools. In the present 
economic situation of this country the insertion 
of amalgam fillings will remain the backbone of 
dental practice for a long time to come. 


lime as 


By HARRIET F. 


\ HISTORY Of any movement involves a study 
of the fundamental reasons leading to the action 
In the instance of the dental hygiene movement: 


It crystallised the growing interest in preventive 
measures it provided a rational procedure for the 
prevention of a large percentage of dental pathology 
through a practical system of mouth sanitation and a 
program of public education. It was based on the 
recoun that the dental profession had not suc- 
ceeded teaching the preventive measures that were 
then well known, and the dental hygienist was to do 
and has done that very service (J. Amer. dent. Hyg. Ass., 


The history of the dental hygiene movement 
in the United States dates back for many years. 
had 


Several prominent dentists in the East 
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(9) An increased allotment of time should be 
given to children’s dentistry because it demands 
skill in the handling of patients and the working 
to very fine limits in cavity preparation 


(10) Radiology should be dealt with in greate: 
detail and students given more practice in the 
taking and developing of radiographs 


(11) There should be little alteration tn the 
ume allotted at present to the teaching of loca! 
and general anesthesia, extraction techniques, 
minor oral surgery, periodontia, orthodontics, 
medicine and surgery. The present tendency in 
orthodontic teaching to include only a_ brief 
survey of curative treatment but to deal fully 
with preventive treatment should be encour- 


aged; the syllabus should not be designed 
to teach students to undertake curative 
orthodontics themselves because this is now 


recognised to be within the field of the ortho- 
dontic specialist. 
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voiced opinions and had read papers before 
dental societies advocating a sub-speciality in 
dentistry for women. Notable among. these 
dentists was Dr. Alfred C. Fones of Bridgeport, 
Connecticut. By 1906 he had trained his office 
assistant, Mrs. Irene Newman, to render mouth 
hygiene treatments. In 1909 a strenuous effort 
was put forth to interest the city officials of 
Bridgeport, Connecticut, to provide funds for 
an education and preventive dental clinic in the 
public schools. Finally in 1913, $5,000 was 
apportioned to the Board of Education to con 
duct the first demonstration of this type of clinic 
It was apparent that there were no trained 
workers to carry out the demonstrations in the 
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schools. Dr. Fones, who was already convinced 
of the value of women in dentistry, determined 
to enlist the aid of professional men to train a 
number of women for this service. In his analysis 
of the special type of work that these women 
were to perform, he felt that the name * dental 
nurse “ was 4 misnomer. He tried to think of a 
name which would designate this profession as 
one concerned with health rather than with 
Hence the name Dental Hygienist 
was evolved and has been generally accepted. 

Thirty-three Bridgeport women began the 
course in September 1913. They included schoo! 
teachers, trained nurses, experienced dental 
assistants and the wives of three dentists. In 
June 1914, twenty-seven were graduated as 
dental hygienists 

The Board of Health then appointed a 
committee of four dentists, one member of the 
Health Board, and a physician to establish a 
system in the schools. Ten dental hygienists 
began work in September 1914, for the first and 
second grade children. This was the first work 
of the dental hygienist in public schools of the 
Lnited States. consisted of toothbrush 
drills, classroom. talks, illustrated lectures for 
children in the higher grades, and the giving of 
mouth hygiene treatments, or the actual cleaning 
of the children’s teeth, and chart examination of 
the mouths So successful was the dental 
hygienists’ work in the schools that by 1918 
twenty-six hygienists were caring for over 20,000 
children in the first five grades. Through the 
succeeding years the work progressed and 
hygienists are now employed to work in all the 
public and parochial schools in the city. An 
intensive education programme in dental health 
was introduced in 1936 and though the number 
of dental prophylaxis cases had to be reduced, the 
results achieved through education have indi- 
cated the advisability of continuing this project. 

In 1922 the Territory of Hawai introduced 
dental hygiene into its schools \ Bill was 
passed in 1921 which authorised and instructed 
the Department of Public Instruction to engage 
at proper salaries dental hygienists to perform 
preventive dental hygiene work in the public 
schools in the Territory. The consultant for the 
programme was the late Dr. Alfred Fones. At 
the present time Hawan employs 33 dental 
hygienists and a supervising dental hygienist. 
154 public schools and 23 private schools in the 
Territory are covered 66,603 children are 
served by the dental health programme. This 
consists of toothbrush drills, classroom lectures, 
health tilms, prophylactic and sodium fluoride 
treatments In Hawan the dental hygienist 
spends the greater percentage of her time at the 
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dental chair; whereas the trend in the public 
health programme on the mainland has been for 
the dental hygienist to spend the major part of 
her time on education and dental examinations. 

In 1950, 61 per cent of the 58,049 children in 
all Territorial elementary schools had dental 
corrective work done by their own dentists. 
Only 4 per cent were cared for by the Strong- 
Carter Clinic. In the private elementary schools 
69 per cent had work done by private dentists. 
There were 71 classrooms of children who had 
100 per cent good teeth. 

No State or community in the United States 
has a dental programme to compare with the one 
in Hawai. No community is as dental health 
conscious or has achieved the results which 
exist in Hawai. 


TRAINING SCHOOLS 

The advantage of this special type of health 
service was soon recognised throughout the 
United States. Training schools were established 
in dental colleges and universities. Laws were 
passed legalising the dental hygienist. Though 
all the schools do not state that the course is 
limited to women, many schools make the 
statement specifically. 

The first school of dental hygiene with definite 
educational requirements was established in 
1916 by Dr. Louise C. Ball at Hunter College, 
New York, and is now a part of the College of 
Dentistry of Columbia University. That same 
year saw the organisation of schools at Rochester 
Dental Dispensary, Rochester, New York, and 
Forsyth Infirmary at Boston, Massachusetts. At 
present there are 26 training schools for dental 
hygienists in the United States. The completion 
of a four-year high school course is required for 
entrance to all of the schools. 


STATUTORY REQUIREMENTS 
The first Act regulating the practice of dental 
hygienists was drawn up by Dr. Alfred C. Fones 
as an amendment to the Connecticut dental law 
in 1915. It was adopted and legally prescribed 
the field of operation of dental hygienists. It 
stated: 
Any registered or licensed dentist may employ women 
assistants, who shall be known as dent 
Such dental hygienists may remove lime 
accretions and stains from the exposed surt 
teeth and directly beneath the free margins 
but shall not perform any other operatior 
or mouth, or on any diseased tissue of the mouth 
They may operate in the office of any 
licensed dentist, or in any public or pr 
under the general supervision of a registere 
dentist. The dental commission (State Bo 
Examiners) may revoke the licence of any re 
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licensed dentist who sha'l permit any dental hygienist, 

operating under his supervision, to perform any opera- 

tion other than that permitted under the provision of 

this section (Fones, A. ¢ 134) 

This original dental hygienist practice Act 
has served as the basis for all subsequent Acts 
regulating the practice of dental hygienists in 
the United States. 

However, with the discovery of the topical 
application of sodium fluoride as an aid in the 
prevention of dental caries, many of the dental 
practice laws of the States have been amended 
so that dental hygienists may apply medicaments 
in addition to the removal of stain and accretions. 
All States in the United States, the District of 
Columbia, and Hawaii have laws licensing the 
dental hygienist. 

The statutory requirement in every State 
recognising the dental hygienist states specifically 
that she must work under the direction of a 
licensed dentist and perform only such operations 
as those described in the dental laws. 


FIELDS OF WorK 

The State laws differ as to what agencies may 
employ a dental hygienist. In most States she 
is employed by school departments, licensed 
dentists, or by public institutions, such as 
hospitals or clinics. A report recently published 
in the Journal of the American Dental Hygienists’ 
Association, October 1951, on the placement of 
538 dental hygiene graduates from 18 training 
schools surveyed, showed that in the United 
States 72-6 per cent of the graduates found 
employment in private practice and the remaining 
worked in public schools, hospitals, industrial 
clinics, colleges, and civil service. 

Of the 538 dental hygienists, 7-4 per cent 
received a Bachelor's degree at the same time 
they received their certificate. The average cost 
to the student for the two-year course, exclusive 
of living costs, was $725.32, although the range 
was from $137 to $1,200. The average tuition 
fee was $477.44 with a range from nothing to 
$999, 

In 1949 Dr. Leon Kramer of Topeka, Kansas, 
reported to the American Dental Hygienists’ 
Association that the United States Public 
Health Service employed 12 hygienists in clinical 
care programmes and &4 in demonstration 
programmes. 

HYGIENIST 


PRIME FUNCTION OF DENTAI 


Recently the Council on Dental Education of 


the American Dental Association defined the 
functions of the dental hygienist. They stated 
that her prime function was to assist the dentist 
in providing oral health care for the public. She 
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may apply her knowledge and skill either in the 
office of the private practitioner or in formal 
health educational activities in schools or other 
agencies. In either capacity she deals directly 
with the health and lives of the people and 
therefore must be adequately trained 

There are at present approximately 5,000 
dental hygienists practising in the United States 
and there is a demand for many times this 
number. 
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SHORT COMMUNICATIONS 


SIMPLE ORTHODONTIC APPLIANCE 
CONSTRUCTION 
By NORMAN WILD, M.Sc., L.D.S. 


Turner Dental School, University of Manchester 


With the limited time that is available in the 
crowded curriculum of the present dental course, a 
complete survey of orthodontic technique is im 
possible. Nevertheless, the graduate should have 
sufficient practical knowledge at his disposal to 
enable him to treat the simple abnormality, the more 
complicated being referred to the 
specialist. To this end a series of graded exercises 
is presented to the student, leading up to the making 
of various removable types of appliance 

The requirements for the course are a pair of 
pliers, various exercise charts and a upon 
which the apparatus can be built. The pliers are of 
the simple loop-forming type (fig. 1) and can be 


orthodontic 


model 


Home-made loop-forming pliers with on 


rectangular and one conical beak. 


made, easily and inexpensively, in the workroom, 
using as “blanks” a pair of snip pliers. 
After annealing, one beak of the pliers is filed to a 
rectangular shape and the other to a conical shape, 
On completion the pliers are heat treated to restore 
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he hardness. It is essential that the beaks meet 
ong the whole of their length, otherwise thin wire 
| the order of O-35 mm. thickness cannot be 
vripped 
Realising the difficulties experienced in manipu- 
iting hard stainless steel wire and accurately con- 
orming it to the desired shape, the student is taught 
t to bend wire in two dimensions only. Two sets 
of exercise Charts are provided. one set having in- 
tructions only and the other set showing a full size 
eproduction of the exercise pattern mounted on 
irdboard to give rigidity He is then taught to 
inipulate the wire and conform it to the patterns 
exercise Charts on the rigid cards. The wire must 


Bend a piece of O45 mm. wire 
to he flat on the paper to cover 
this pattern 


2. Double angl As in 1, cover 
pattern with O55 mm. wir 
} 
| t. Angle with single loop using 0 
mm. wire 


i Angle with double loop using 0-4 
mm. wire, 


bus. 2. Sheet t. The initial exercises. 


zg 0 4 mm. wire, make 4 
spring to this pattern with a 


vo mm wire appr 
it to this pattern using a 


bia. 3 Sheet ut. More advanced exercises 


q 
Septembe $2 
Make as ur t wit 
ps and th 
| ‘ 
| 
Rend a piece of 
| to conform tot 
| 
} ~4 
| 
Fic. 4. Sheet iv. Exercises forming the ba of tvpes of 
apparatus used in the mouth 
2 Make Haw 3 
to m 
wir 
2 Make retra 
Make arct 
and fit af 
im. i r 
wire f 
4. Wax uf ula 
apr pr 
labial bow 
Class II d 
Fic. 8. Sheet vi. Types of apparatus made to the model 
lie perfectly flat and not be subject to any sing 


when finger pressure is applied to any pa 

Thus, slowly the student ts led from simple bends 
of the wire to the more complicated designs until 
he arrives at the exercises which utilise the mode 
with which he has been prov ided. He is then working 
in three dimensions. Two types of crib are taught 
the Jackson's and the Adam’s, and a few simple 
springs which can be used or modified for the 
various orthodontic conditions that are within his 
scope of treatment. 
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Using 0-5 mm. wire, make asi . : 
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The practical course is terminated when the 
springs, cribs, etc., are assembled on the model 
which is “waxed up” and made ready for processing. 
From this stage, the keen student ts able to fabricate 
a removable appliance for 


mouth and to partict- 
pate in the treatment of suitable cases 

A third set of charts is also provided depicting a 
few classical types of fixed apparatus, but these are 
given solely from the interest point of view, since it 


is felt that instruction in fixed apphances should be 
reserved for the post-graduate student. 

The charts, completed springs and model, are 
housed in a suitable box and these become the 
student's property. Thus he always has at his 
disposal types of springs which later can be used as 
patterns in helping him to design a removable 
appliance for the treatment of the not too compli- 
cated orthodontic case. 


GEMINATED INCISOR AND DILATED 
COMPOSITE ODONTOME IN THE SAME 
PATIENT 
By D. P. COOKSON, B.D.S.Mawnc., AND A. R. H. 
WOODS, L.D.S.EpIN. 


Fic. 3. 


THe photograph (fig. 1) and radiographs (figs. furcation at the coronal part of the pulp chamber. 
2? and 3) are of a patient who appears to have a A notch is visible on the incisal edge of the enamel 


together with a shallow tissure labially. 


SUPERNU MERARY 
By G. E. 


TEETH 
MOORI 


A CHINESE patient, female, seen at Sai Ying Pun 
Clinic, on examination was found to have three 


teeth in the lower right premolar area. The first and 


second premolars were normally placed, but the 
extra premolar was placed buccally 

There seemed to be evidence of yet another tooth 
between the first premolar and the canine, and 
radiographs showed that there were four premolars 


Fic. | 


dilated composite odontome at | 2, together with 
true gemination of | 

The case history was somewhat vague but the 
patient could give no family history of dental 
abnormalities 


The radiograph of 


on that side. The two extra teeth were extracted, 

They were of the same morphological design as a 

vagination of enamel and dentine into the pulp lower premolar. 

chamber Caries is unfortunately present in the The patient said that she had had three molars 

mesial pit but this does not mask the invagination. extracted on that side of the jaw. There was no 
The radiograph of 1| (fig. 3) shows some bi- other abnormality in the mouth. 


2 (fig. 2) shows clearly in- 
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Tut National Health Service was instituted 
four years ago and it is becoming obvious that 
dental education may be profoundly affected by 
the changes which have since taken place. It 
was always assumed that a dental school should 
educate students so that, after graduation, they 
would be fully trained to enter general practice, 
although there exists a lag of up to fifteen years 
hetore the precepts taught to-day become the 
current practice. I[t is thus important for the 
schools to be progressive and train students for 
what they believe practice will be in the future. 
Ihere are, of course, and always have been, 
many shades and kinds of dental practice, but 
it has never been in doubt that the function of a 
dental school, worthy of its status, is to teach 
dentistry in the most modern way—academicalls 
and clinically. When this is done, the graduate, 
by finding an outlet for the knowledge and skill 
which he has acquired during his course of 
studies, will contribute automatically to the 
raising of the standard of dentistry. Both 
improvement in quality of training and increase 
in numbers trained are threatened by two 
developments. University training has become 
more complex and expensive at a time when the 
spendable income of the professional classes 
has been dwindling, so that the State has been 
forced to support structure which was 
threatened by economic disaster. Through the 
University Grants Committee on the one hand, 
and by bursaries, scholarships and main- 
tenance grants to individual students on the 
other, a collapse was prevented and for a 
time, at least, it seemed that dental education 
had been put on a sound basis and recruitment 
to the profession had been assured. However, a 
situation now exists in which a government 
could exercise a measure of control over dental 
education through its finances. It is fortunate, 
therefore, that all responsible politicians are 
agreed that it is more than ever important that 
the University Grants Committee should be 
completely free from ministerial influence 
Otherwise, the advent of the National Health 
Scheme could have turned this potential threat 
into a real one because a very great and sudden 
demand tor dental services was created betore 
sufficient steps were taken towards making tt 


THE FUTURE OF THE SCHOOLS 


possible to satisfy it. Despite repeated ministerial 
warnings that it was impossible to guarantee that 
a complete dental service would be available for 
all who sought it, the public came to expect kinds 
and amounts of services which, with the present 
numbers of dentists and limited facilities for the 
training of young surgeons, could not possibly 
be provided. Indeed, a demand of that order 
could not be met adequately in even the richest 
country in the world at the present time. In an 
attempt to meet these expectations, panic 
legislation is being introduced, which, while it 
might for a time pacify an uninformed public by 
the introduction of “dental nurses,” could 
hardly fail to have a deleterious effect on the 
recruitment of dental students. Informed opinion 
agrees that it would be disastrous if a dental cur- 
riculumweretobe based exclusively on operations 
sanctioned under the General Dental Service 
schedules. The operation of the scale of fees is, 
however, severely limiting the type of dentistry 
which can be practised within the General Dental 
Service, and has led to some restriction of clinical 
freedom. This development is making a pro- 
found impression on the present-day under- 
graduates, who can be heard discussing among 
themselves whether the teaching of this or that 
technique is justified. They argue that it would 
be unlikely that the economic restrictions of the 
National Health Service would permit them to 
use such techniques in practice, and they realise 
that the only opportunities of doing so would 
be in the few cases in which the patients were 
prepared to pay a major part of the cost, or in 
the now severely restricted field of private 
practice—an exception which would not be avail- 
able to many of them 

Recruitment into, and training at, the dental 
schools would be bound to suffer from any 
attempt to pervert the dental course from a 
vocational into a purely technical and utili- 
tarian one, arranged to fulfil the immediate 
needs of the State. It is, therefore, a matter for 
satisfaction that any such tendency has been 
resisted, so far, by the General Medical Council, 
who have re-affirmed the principle of four 
vears’ professional study, even if there are some 
who feel that it was unenlighter to fix the 
prescribed minimum period for dental 
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mechanics ” tuition at 800 ho instead of 
leaving individual schools discretion to devote 
as much time to this non-clinical subject, as 
they thought desirable, in order to supplement 
the prosthetics course in a similar manner to 
that adopted in respect of conservative dentistry. 

One of the functions of a university is to do 
research and another to pass on knowledge. 
The former cannot adequately be discharged in 
the dental schools unless the pressure on their 
staffs is eased. Some research is being done, 
but far too high a proportion of the time at the 
disposal of teachers is given over to the teaching 
of routine treatment and not enough to research, 
and the teaching of prevention and diagnosis. 
Future policy must allow the dental schools full 
freedom to develop new scientific and teaching 
methods. We do not want our schools to become 
technological institutes producing practitioners 


urs, 


NOTES AND 


Health Service Charges 


Mr. HILARY MARQUAND, Minister of Health in 
the last Government, has reiterated, in a letter to 
The Times, the Labour Party’s pledge to repeal the 
1952 Act under which charges are now being made 
for dental treatment. He points out that the repeal 
of this Act would result in the automatic ending in 
1954 of the charges for dentures and spectacles. 
The Times, referring to an earlier announcement to 
this effect made by Mr. Marquand, said that * the 
general feeling of the majority of the party was that 
it was a foolish pledge to give.”’ It appears, however, 
from Mr. Marquand’s letter, that the announcement 
was made as the result of a unanimous vote of the 
Parliamentary Labour Party and must, therefore, be 
taken as a pledge made by the Party as a whole. 
This statement will, doubtless, be repeated by 
Labour speakers throughout the country and may 
well lead some people to refrain from seeking 
treatment of which they are in need in the expecta- 
tion that in the not too distant future they may be 
able to obtain it without being called upon to make 
any direct contribution to the cost. 


The Dentists’ Provident Society 

AMONG the privileges available to members of the 
British Dental Association, of which some of them 
are either unaware or fail to take advantage, is that 
of being eligible to join the Dentists’ Provident 
Society 
founded the Society has provided its members with 
insurance against the financial losses due to sickness, 
combined with the accumulation of capital sums, 
payable either at death or at age 65, on terms which 
are much | those obtainable by 


During the forty-four years since it was 
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incapable of adapting themselves to the ever- 
changing demands created by scientific progress. 

If the country needs the services of more 
dentists than can be obtained with the present 
facilities, the remedy is to train more teachers, 
and either to provide more schools or to enlarge 
those which are already in being, rather than to 
dissipate some of our limited resources ot 
teachers and buildings by embarking on 
schemes for training a class, or classes, of 
operating technicians. No new school has been 
instituted in this country for over a quarter of a 
century, whereas the United States of America, 
with a dentist-population ratio much higher 
than ours, are contemplating an increase of their 
dental schools from the existing forty-two to 
about forty-eight within the next six to eight 
years. This is an example which we should do 
well to follow. 


COMMENTS 


means of ordinary insurance policies. 


The sickness 
experience among members of the profession is 
lower than that of the population as a whole —a 
factor of which members or the Society reap full 
advantage since its membership is restricted to 


members of the Association. The Report of the 
Society for 1951 provides some striking illustrations 
of the strength of its financial position. Although 
the sickness rate was relatively high during the year 
and some 20 per cent of the contribution income was 
dispensed in sickness benefit, the capital sum 
credited to members, together with accrued interest 
at 4 per cent on their previous balances, amounted 
to no less than 112 per cent of the contributions 
received during the year. This gratifying result was 
due in part to the low ratio of expenses to turnover, 
which has always been an outstanding feature in 
the management of the Society, and to the sound 
investment policy which has been pursued. The 
assets now exceed one million pounds, approxi 
mately two-thirds of which sum is represented by 
trustee stocks and one-third by mortgage loans to 
members. The strength of the financial position 
lies in the fact that, with but one exception, the 
stocks held by the Society have definite redemption 
dates —an important safeguard in view of the recent 
decline in the prices of securities carrying a fixed 
rate of interest. 
able over a 


Mortgage loans to members, repay- 
number of years, to enable them to 
purchase houses for occupation or prac have 
proved to be a popular privilege of membership 
particularly during the post-war housing 
The £350,000 invested in this way may 


as a fluid asset, the periodic repayments providing 


etice 


shortage 
be regarded 
funds from which fresh loans can be made to other 
members. 
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Qualification for Practice in Canada 

It has for long been an anomaly that a dentist who 

i qualified to practise in one of the provinces of 
Canada was not ipse facto entitled to practise in 
ome of the other provinces The Canadian Dental 
Association, an endeavour to improve the 
position, set up the Dental Council of Canada in 
1902 but, although most of the provinces have 
recognised the certificates granted by the Council 
is entitling the holder to practise in their territory. 
not all of them have done so. Now, however, a 
National Dental Fxamining Board has been 
established by the Canadiun Government with the 
approval of all the provinces and it is to be expected 
that the certificates to be granted by the new body 
will be accepted as conterring a legal title to practise 
throughout Canada. The tirst examinations to be 
conducted by the Board will be held in the Spring 
of 1954 and the Dental Council! of Canada will be 
dissolved. It is to be hoped that the institution of 
this new body will do something to clarify the 
position of British graduates and licentiates with 
reference to their eligibility to practise in one ot 
other of the Canadian provinces 


Encouraging Statistics 

Witt the coming into operation of the National 
Health Service the scheme under which Messrs 
Marks and Spencer provided dental treatment for 
their employees became redundant and has been 
replaced by one under which the statfs at the various 
stores of the firm are offered half-vearly dental! 
inspections any treatment found to be necessary 
being carried out under the national service. That 
this service is appreciated is shown by the fact that 
84°S per cent of the emplovees presented themselves 
for imspection during the last vear—this figure 
howing an increase of 2 per cent over that for the 


previous year The tigures given in the report of 


LETTERS TO 
PREATMENT OF GANGRENE OF THE 
BY THE WALKHOFP METHOD 


Sir | have endeavoured to gain some satisfaction 


PULP 


ind some encouragement from the report of Messrs 
L. Castagnola and H. G. Orlay’s thesis from the Zurich 
Dental Cline on the treatment of teeth having gangrenous 
pulps, by the Walkhot? method. May I make the follow 
ing observation 
(1) The Walkhot? method is not satisfactonly ex 
plained 
(2) The formule of the compounds used are not given 
and can only be discovered by cross reference 
(3) The thesis itself admits of perfect results in 68 per 
cent of cases and talks of a probable greater 


f experienced and skilled 


number of successes 


operators had been working 
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the dental superintendent, Mr. J. Levi, for 1981-S2 
provide a striking illustration of the value of regula 
inspection and treatment. In the year ler revie 
no less than 41 per cent of the 26,1 plovee 
inspected were found to be dentally fit? an increase 
of 5-4 per cent over the previous year and 
addition the average gross amount of treatment 
required per person inspected 4 extractions, 1-01 
fillings, -29 scalings and -1 dentures —was in every 


category lower than in 1950-51. These are 
ing figures especially when the low average age of 
the employees is borne in mind. The firm and those 
responsible for the operation of the scheme are to 
be congratulated on the success of their public- 
spirited endeavours to maintain the dental health 
of the employees. In addition to the 
scheme loans are made to those employees who are 
required to pay charges. In the past vear this will 
have been applicable only to those requiring 
dentures and. it will be interesting to see whethe 
next year’s figures have been adversely affected by 


spection 


the charges for treatment. 


Fifty Years Ago 


From the “ Journal of the British De» 


”) 
Mr. CoLeMAN undoubtedly regarded all questions o 
dental education and qualification from the standpoint of 
general surgery— such being his temperament and the 
traditions of his colleagues. -and it was thought at the 
time that he had little sympathy with the creation of the 
special dental diploma. But his respectful tolerance of 
other views, and the conspicuous sincerity, modesty and 
unselfishness of his high ideals disarmed yersonal 
bitterness He took the L.D.S. in the first ear of it 
establishment, but ever consistently thought yuld be 
in additional, and therefore a higher spe yualitica 
tion The perspective of time see to ow th n 
political differences with those who triumphed were 
indeed, much smaller than perhaps then perceived 
From an Obituary of Mr. Alfred (olema x 
Tigi alin bers of the British ta 4 


with Dr. Walker, of the J t \ " 


(4) The students at Zurich are allowed to treat. hope 
fully, posterior teeth having xg rrenous pu 
procedure which ts not found to have happy or 
successful results in Great Brita t ist | am 
not aware of any British investigator | ng pro 
vided us with a report on the treatment of a series 
of such cases 

In dental practice outside iclin Or 

99 per cent of cases is the requirement of the exacting and 
intelligent patient, and I feel sure it would be wise for a 
report such as that given by Dr. Castagr nd Mr 
H. Gi. Orlay to be accepted with much to 

(S) It has not vet been made clear that the preservation 
ot grossly tainted teeth ts bene If failures 
amount to 32 per cent of cases ttempted. it would 
seem clear that a large number of such treated 


| 
| 
{ 
| 
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teeth must be regarded being infected and 
therefore as being inimical to their owners 

There seems to be a very great amount of reason why 

this subject should be investigated and the results pro- 


nounced upon by skilled Operators and not by students. 


It should be noted that in ali the cases reported upon by 
Messrs. Castagnola and Orlay, students of the Zurich 
Clinic carried out the treatment. It may, therefore, be 
said that the tables given and the statistics provided can 


be of no real value as a report: in othe: 


to this thesis is that it ts based upor 


words my reaction 
i premise which in 
all likelihood ts not a good one 
Y ours faithfully, 
Ffvnone Villa, Horact H 
81, Walters Road, 


Swansea, 


Boy Le. 


THE ODONTOLOGICAL 
Sik,-Although rumours had been circulating that 
the Council of the Royal College of Surgeons contem- 
plated totally dismantling the Odontological Museum, 
few of us even imagined such a step to be possible. It is, 
however, clear, from the B.D./. of August 17, that the 
dire blow has now fallen 

It is only comparatively recently that Sir Frank Colyer 
has, after World War Il, and 
re-arranging in their showcases this priceless collection, 
Once again, 
everything has been packed up and removed, and will 
not be available to anyone for an indefinite period of 
years. 

Although the property of the College, it is 
regarded as THE museum of the dental 
research 
accept it 
In fact, several overseas dentists 


MUSELM 


completed restoring 


which was started nearly a century ago 


nevertheless, 
profession: and 
freely 


as the finest collection of its kind tn the world. 


students, both at home and abroad, 
recently remarked to me 
how fortunate we, in Britain, are to have such a museum, 
with all the items so accurately catalogued 

Why should this devastating situauion have arisen?) The 
is required for teaching 
n of the R.C\S. ts to 
surgery--of which 
and 


s-rooms for teaching in 


official reason 1s that the 
Surely the main fun 


room 


purposes. 
advance 
the Odontological 
integral part— not to provide clas 
connection 
Besides, 
clearly stated in the Memoranc 
the Roval Soc iety Ol Medicine and the Roval ¢ ollege ot 
Surgeons that the latter must maintain the 
Odontological Museum, making it regularly available to 
the members of the Section of Odontology of the Royal 
Society of Medicine iffirm that the College 


the science and practice o 
Museum is fundamental 
h its diplomas 
there is the far-reaching legal issue. It ts 


im of Agreement between 


at alt times 


I, therefore 
has acted u/tra vires, and ought forthwith to restore this 


Museum to its accustomed 


ham Terra S CAMPBELL. 


Gla 


MAGIC IN DENTISTRY 

Marrakesh to whom 
He has a stall in the 
ind the 


the practitioner 


Sir Know 


Mr. Danie B.D.J.. July 15) refe 
Djemma E! F’Na between the snake charmers 
Barber surgeons 

There 


even more curious practice to be seen there 


BRITISH DENTAL JOURNAL 


\ Haakim (he ts a Hadj: as well) extracts 
a faith mavbe —but he uses no instru 


occasionally 
teeth by magi 
ments and achieves complete anesthesia. He places a 
charm, a small piece of paper on the affected tooth, then 
invokes the heavens with an upflung arm. He bi 
touches the tooth with finger and thumb, and there it ts 
on the ground. 

At first J 


snakes or the 


was sure it was a trick, like the fangtess 
Gilli-gilli chickens, so | examined the 
patients before and after the operation. The crowd stood 
in a circle and a woman asked if the Haakim would cure 
her. She was a Berber, of course, and unveiled. The 
upper left fractured flush gum 
The Hadji’s hand seemed barely to brush the woman's 
mouth, and there was the empty socket and the root was 
flung on the ground. It was the kind that would make 
you choose the heavy straights. 

Next a Touareg from the South stepped into the circle, 
and showed a right lower six with a mesial 
had the large yellow worn teeth of his race 
used a mandibular and full lowers. 
the appeal to heaven. This time I saw the Haakim’ 
and thumb go into and out of the man’s mouth like 
hen pecking a grain, and there was the tooth, wit! 
Neither 
patient changed expression as they stood close to me, o 
Both had slight local bleeding 


canine was with the 


cavily He 
I should have 


Again the charm and 


white roots showing the deep implantation 


showed fear 


Then an elderly Berber appealed for help. One eve 
was almost closed by acute infection This time the 
Haakim examined the eye carefully, made the charm 
and invocation, and then put his tongue right into the 


inner corner of the eye. 
his finger on the nasal tract, and a large slug of yellow 


He stepped back, and pressed 


pus spurted out of the tear duct, 


The scene was immensely impressive. The Haakim 
a very handsome young arab, over six feet, wore 
spotless cream jalaba, and the Hadyi’s desert turba 


The crowd were mostly desert men and Berbers from the 
Atlas, all wearing striped jalabas and 


on shoulder slings 


Silver valaghan 


They were awed in the pre f 


this great healer. His gentle charm would have impressed 
any crowd 

I went away feeling like one of the crowd in Caper! 
only the legionary next to me served El Glaou 
the Tetrarch. 

§, Waterloo Road, 


Wolverhampton. 


DIFFERING CARIES SUSCEPTIBILITY IN 


Yours faithfully 
WILLIAM HARPER 


IDENTICAL TWINS 
Sir,—The case presented by Donald Middleton 
identical twins with the same environment but widely 


The onl 


differing caries resistance is very remarkable 


explanation would seem to be that the boys are not 
identical twins at all they only look like it the same 
way that there is often astonishing facial resemblance 
between ordinary brothers These boys are frate 
twins, inheriting almost identical genes for fac 


physical appearance, but widely different ca 

Did Mr. Middleton take their fingerprints? 

Yours faithfully 
Derrick M 


genes 
30. Beech Bank, OXFORD 
C rawcroor 


Ryton-on-Tyne. 


. 
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Reviews and Abstracts 


CLINICAL DENTAL ROENTGENOLOGY.— Third 
Edition. By J. O. McCall, D.D.S., F.A.C.D.; and 
S. S. Wald, D.D.S., F.A.C.D Philadelphia and 
London: W. B. Saunders Co. 1952. Pp. 384 + xix. 
Price 42s. 6d 


This book of nearly four hundred pages on first quality 
paper treats its subject thoroughly. Technique occupies 
over one hundred pages and there is much duplication 
both in the lavish illustrations and in the rather more 
tedious text. Another fifty pages is devoted to normal 
appearances and normal development. 

The X-ray films are mostly well printed but reproduc- 
tions do not always show the changes which could 
doubtless be seen in the original films. This is unfortu- 
nately a common fault with reproductions of X-ray 


negatives. Practically all the X-ray films are shown as if 


seen from inside the patient's head. There’s no good 
reason for this except that it is unfortunately standard 


practice in America. It is better to present the films as if 


you are looking at the patient and as you look at his 
chart, which ts the standard practice in Britain, both 
in general radiology and with dental films. 

There are rather dubious statements in several places. 
Growth is claimed to be demonstrated in fig. 210 but 
this is purely an appearance resulting from the different 
line of projection between the two films reproduced. 
This differing projection tn serial films of a case occurs in 
several instances and reduces or completely counters 
their value. There are devastating effects of orthodontic 
treatment illustrated in fig. 274 and elsewhere but the 
cause of changes appears sometimes to be misinterpreted. 
in many places it ts stated that “* the teeth were vital ” 
and if the evidence for this was given the claim would be 
more convincing. 

Rickets and nutritional upsets in infancy are blamed, 
on inadequate grounds, for hypothetical alveolar hypo- 
calcification and extensive periapical rarefaction in fig. 216 
and for severe local alveolar recession— called ** perio- 
dontoclasia " in this instance— in fig. 276. 
n the text does not clarify these claims. 

The illustration of depressed fracture of the malar 
bone, tig. 285, though well reproduced ts a poor pro- 
ection of this region. The head is not sufficiently ex- 
tended on the neck for the position of the tube. This 
fault occurs throughout the book in all the films of the 
occipito-mental projection— the view for the antra-—so 
the lateral walls of the antra are rarely well demonstrated, 
being overlapped by the shadows of the petrous bones. 

There is no indication of what are the commoner forms 
of a condition and rarities are described alongside the 
common lesions with little help to differentiate them. 
The text deseription of the very rare osteogenic sarcoma 
is good but the two illustrations are unconvincing. The 
first is obviously a lesion of long standing but might have 
become sarcomatous terminally. The other one shows 
practically no change over twenty years and could not 
possibly be “ a characteristic osteogenic sarcoma of this 
type" (osteoblastic) as claimed. It ts a typical example of 
the osteoblastic form of fibro-osseous dysplasia which the 
authors call hyperostosis and which used to be called 
localised osteitis tibrosa, 


On page 338, the authors state that 


The discussion 


* the standard 
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periapical and occlusal films have no value for localisa- 
tion” of a tooth or root in the antrum but this is most 
misleading. The majority of roots can be demonstrated 
in the periapical film and also the breach in the white line 
of the antral floor, and many roots are shown in an 
occlusal film. The recommended straight lateral film of 
the maxilla is a useful one but is not a routine projection 
for most dental surgeons. It is, however, as the authors 
point out, well worth using for cysts and many misplaced 
teeth in the maxilla, The other recommended view, called 
* nose-chin ™ in this book, will rarely show a root though 
it will show the secondary inflammatory changes in the 
antrum if correctly positioned. It should be taken in a 
general X-ray department. The authors do not like 
intra-oral occlusal stereos though they provide the only 
means of accurately localising teeth buried in the anterior 
maxilla when these are multiple or when successional 
teeth are developing above the teeth in the arch 

On page 342, in fig. 439 and elsewhere the word 
impaction” is used for * displacement of a tooth 
When there ts neither a tooth nor bone at the tip of the 
crown of an otherwise buried tooth, as in figs. 435 to 439, 
there are no radiographic grounds to call it impacted. 

The case illustrated in figs. 488 to 450 looks very much 
like a dentigerous ‘cyst of the third molar although this 
probability 1s not mentioned. 

Your reviewer is very glad to see that nowhere do the 
authors recommend the use of opaque oil in the antrum 
as an aid in diagnosis. I[t is unnecessary and almost 
always most confusing. 

There is a great deal of valuable materia! in this book 
both in the illustrations and in the discussion. A tendency 
to showmanship and uncritical enthusiasm has led to the 
inclusion of several doubtful illustrations and to not well 
founded claims but, if the reader ts critical, he will gain 
very much of value. 


ORAL MEDICINE. Diagnosis and Treatment. 2nd 
Edition. By Lester W. Burket, A.B., D.D.S., M.D., 
Sc.D., Professor of Oral Medicine and Dean, School 
of Dentistry, University of Pennsylvania. With a 
chapter on Oral Cancer by S. Gordon Castigliano, 
M.D., F.A.C.S. J. B. Lippincott Co., Philadelphia, 
London. 1952. Pp. 575 + xxviii. Figs. 332 and 10 
coloured plates. Price £5 10s. 


There can be no well defined boundary between 
* Oral Medicine” and any other kind of medicine, so 
that it must always be a matter of great difficulty for an 
author to decide how much information to give about 
the various diseases which may produce manifestations 
in the mouth, In his first edition Professor Burket gave 
an admirable introduction to his whole subject, but 
there were many who found the detail insufficient for 
their purposes in some particulars This criticism has 
been well met in the new edition by rewriting and 
expanding most of the chapters and the value of the 
book has been greatly increased, so that it can be con- 
fidently recommended to practitioners as reference 
book and is particularly suitable for those working for 
higher qualifications. For the former there is provided 
much simple information which they may sometimes 
have forgotten and which the more informed will not 
need, while for the latter, and indeed for the consultant 
too, there is a wealth of specialised material 


| 
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The inclusion of bibliographies of the most important 
recent work on the various subjects d ssed is a welcome 
addition. There have been additions also and substitu- 
tions among the illustrations. The coloured plates are 
highly successful and will be of the greatest help to 
practitioners. The black and 


white figures are abundant 
i well chosen, b infort | 
and well chosen, but unforti 


paper used does 
the former edition, 
s disappointing. 
n some parts of 


inately the 
not take the reproductions as wel! 
so that in 


some instances the re 


There ts a slight tendency to repetition 


the text, which should be eliminated in the further 
editions that will certainly be demanded 

Practitioners will find this an excellent book to assist 
them in diagnosis and prognosis, and will be greatly 


helped by the schematic arrangement 
symptoms and signs of condition 
appearance. 


in tables of the 
somewhat similar in 


Oral Medicine. Oral medicine is detined as that part 
of clinical medicine which comprises the pathology, 
diagnosis and non-surgical treatment of diseases of the 
mouth and teeth. The importance of considering the 
patient as an organic whole is stressed. The author 
states his conviction that a degree in medicine is not 
essential for training and practice in professional dentistry, 
but for the academic dentist and lecturer he considers 
that full medical studies are indispensable. 

The conditions to be included in oral medicine are: 

(1) The effects of heredity. 

(2) Endocrinology. 

(3) Vitamins and other nutritional factors. 

(4) Morphological anomalies of the teeth. 

(5) Skeletal anomalies of the maxi! 
(6) Malocclusion. 

(7) Blood dyscrasias 

(8) Periodontal diseases 

(9) Caries and its sequel 
(10) Temporomandibular joint disorders 
(11) Systemic diseases affecting the skeleton. 


la and mandible. 


The progress of oral medicine in the last five years 
particularly with regard to the effects of hormonal dis- 
function, heredity, race and environment are analysed, 
and a classification of periodontal diseases into 


(a) inflammatory, (4) dystrophic, (c) mixed, (d) neo- 


plastic, is given.—PALazzi, S. (1951) Internat. dent. J., 
2, 204. 
Cherubism — A Familial Fibrous Dysplasia of the Jaws. 


A full review is made of a Jewish family of Russian 
extraction in which two boys and a girl have been under 
observation since 1931 with the provisional diagnosis of 
familial multilocular cystic disease of the jaws probably 
of odontogenic origin. The children normal 
intelligence and in the early showed a marked 
fullness of the cheeks and jaws, a slight upturning of 
their eyes and bilateral submandibular swellings. The 
swellings of the jaws were bony and the deciduous teeth 
were displaced or missing. The submandibular lymph 
glandular enlargement subsided in adolescence. The 
other bones were radiographically normal and the blood 
chemistry was within normal limits. Plastic operations 


were of 
years 


were performed with gratifying results on the children in 
adolescence. 


At operation the swellings were not cystic, 
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but consisted of 
tougher 
Microscopical examination of the 
operation showed the underlying pathology to be con- 
sistent with fibrous dysplasia of bone. A detailed history 
relating to each member of the family is given in this 


fatty fibrous masses blending wit! 


ussue and hard bone without demarcation 


tissue removed at 


well illustrated paper. There are five children and it is 
thought the two others have minimal involvement with 
the bone dysplasia. —Jones, W. A., Gerrits, J., PRITCHARD, 


J. (1982) Oral Surg., §, 292. 


The Age Factor in Orthodontic Treatment.— The 
author considers that with the exception of a few isolated 
cases, orthodontic treatment should not be contemplated 
in the complete deciduous dentition. He considers that 
many simple procedures may be applied during the two 
years in which the permanent incisors are erupting in 
order to save considerable trouble at a later age. The 
age of 9 to 11 is considered to be most important, but 
certain Class Il Division I cases may be left until eruption 
of the second molar. He is only prepared to recommend 
late treatment when there is a limited objective in view. 
Tutiey, W. J. (1952) Dent. Pract., 2, 196. 


THE HEALTH SERVICE 


NATIONAL HEALTH SERVICE NUMBERS 


Very little progress has so far been made towards a 
settlement in the matter of National Health Service 
Numbers on dental estimate forms, but it is now possible 
to add further details to the advice given in the Journal 


for August 5. 

Members are asked to take the following action: 

(1) Ask the patient for his number, and if he provides 
it, insert it in the E.C.17. 

(2) If the patient cannot provide it or offers a number 
which is obviously not a National Health Service number, 
ask him to apply to the Executive Council for his number 
and to let the dentist know immediately he obtains it. 

(3) If the patient does net subsequently produce a 
number 

(a) In cases which require prior approval.—\n order to 
comply with his terms of service, a dentist MUST 
forward the E.C.17 to the Board within ten days of the 
examination, It should be endorsed in Part 3 °° Patient 
advised to apply to Executive Council for number on 
(date)—nothing heard since.” 

(h) In cases where treatment has been completed.—-In 
order to comply with his terms of service, a dentist 
MUST forward the E.C.17 to the Board within one month 
of the completion of treatment. \t should be endorsed in 
Part 3 in a similar manner to (a) above. 

(4) If the patient states that he ts a visitor from over 
seas, Part 3 of the E.C.17 should be endorsed to this 
effect, and this will be accepted in place of a number, 

It is the duty of the profession to co-operate in the 
administration of the Service to the extent laid down 
above. A dentist, however, is under no legal or moral 
obligation to take any further steps. 

If in any case after the action suggested in (3) or (4) 
has been taken a member experiences difficulty in 
obtaining prior approval for a case, or in obtaining 
payment for treatment properly carried out, he is asked 
to send full details to Headquarters at once. 


: 


] 


DENTAL NEWS 


PLROPEAN ORTHODONTIC SOCIETY 


Tit twenty-eighth meet of the European Ortho 

¢ Society was held at Scheveningen, July 14 
19S). under the presider of Dr. J. Duvzings of Utrecht 
ose via th first of a nes of 
lreatment Other pane n this series were ve bh 
Prot De Dankmener The Importance of Modern 
Embrvology ino Orthodontics Prof. Dr. R. Hotz and 


Dr. Liskeme Dr. ¢ \. Moorrees 
tluable report based on studies of longitudinal growth in 
children of both sexes, aged 3 to 18 vears, at tt 
Forsyth Dental Infirmary. Boston 
Dr. Rettan dealt with tissue changes following experi 


contributed a 


mental tooth movement, and other communications were 
given by Prof. E. Muzj, Dr. L. de Coster and Dr 
Petrich who spoke on the Andresen type of appliance, 
Dr. A. F. Jackson and Dr. Anderson. 

In addition to the papers there was an extensive 
programme of demenstrations to which practitioners from 
Australia, Canada, Mexico, the United States and most 
of the countries of Europe contributed. 

The social side of the meeting was no less memorable 
than the scientific: it included excursions and an official 
reception by the Netherlands Government and the 
Municipality of the Hague in the ancient Town Hal! 
concluding with the banquet in a delightful setting at 
which more than 100 were present All those who 
contributed to the success of the meeting earned the 
gratitude of their colleagues and this was recognised by 
the presentation to Dr. de Decker and several of his co 
workers of a Delft plate suttably engraved. 

The next meeting of the Society is to be held at Monte 
Carlo im 1953, when Dr. Liskeme is to be president. 
This meeting will be held at about the same time as that 
of the French Orthodontic Society. 


ROYAL COLLEGE OF SURGEONS OF ENGLAND 
Faculty of Dental Surgery 
Port-Time Postarapuate Courst 

THe Faculty of Dental Surgery of the Royal College of 
Surgeons of England announce that a full-time post 
graduate course in general, oral and dental surgery of 
eimzht weeks’ duration will commence on October 27 
1982 The course will include lectures and clinical 
demonstrations at the Institute of Dental Surgery and at 
weneral hospitals, visits to manxillo-facial centres and 
evening lectures at the Royal College of Surgeon 

Ihe fee for the Course will be £31 10s. Od. or for the 
Fvening Lecture Course only £10 10s. Od. (10s. for a 
single lecture) 

Full particulars of these courses may be obtained on 
application to the Secretary, Faculty of Dental Surgery, 
Roval College of Surgeons of England, Lincoln's Inn 
Fields, London, W.C.2. Tel.: HOLborn 3474. 


DENTAL TECHNICIANS COURSE, EASTMAN 
DENTAL HOSPITAL 

\ course for dental technicians in) orthodontic 
technique (fixed appliances) ts to be held at the Eastman 
Dental Hospital, Gray's Inn Road, London, W.C.1, 
commencing on Thursday, October 16, at 5.30 p.m 
The class. limited to twelve students, will meet on 
alternate Thursdays for eight sessions. Fee eight guineas 
Appheations for this course, which will be under the 
supervision of Mr. S. G. MeCallin, L.D.S.Eng., assisted 
by Mr. G. G. T. Fletcher, L.D.S.Eng., and Mr. H. Lester 
Leech, B.D.S. Brist.. will only be considered from tech- 
mictans who have had some considerable experience of 
orthodontic work and should be made to the Honorary 
Secretary, Dental Technicians’ Postgraduate Committee, 
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Eastman Dental Hospital, Gray | Road, Lond 


ALLEGED WASTE AMALGAM FRAUD 


Louis FREEDMAN, aged 35, of Stamford H London 
N.16, was charged at Hove on August |5 obtaining 
S lb. of waste amalgam, worth £3. from W fred Moody 
hy falsely pretending he was authorised t ollect it on 
behalf of the British Dental Association Benevolent 
Fund. After evidence of arrest had been zi Freedn 


was remanded on bail until September 2. When charged 
he said ** That is ridiculous. I didn’t say I was a collector 
on behalf of the British Dental Association 


Examination Results 


University of St. Andrews.—L.D.S.—W.M. Adan tsor 
Mitchell, R. |. Parson. B.D.S.—D. K. Mason, L.D.S.St. And 
D.P.D.—W. C. Allwright, L.D.S.Eng., H.D.D.Edi 


Obituary 


Bruce Gilmour McKechnie, L -D.S. E Of 2, Harley Str 


London, died suddenly, at Thorpeness, on August 22. He qualined 
in 1910 and joined the B.D.A. in 1915 
Births 
MORRANT.—On July 2, 1952, at Mason's Hill, Bromley ’ 
Molly (née Borthwick), wife of Guy Morrant, B.D.S., a daught 
Mary Isobel), a sister for Loi 
MULHERN.—On August 2! to Ruth Mulher e Hell 


I 
L..D.S. U.Brist., and P. H. Mulhern, M.B., L.R.C.P., D.Obst 
R.C.O.G., a son 
STEPHENS.—On August 14, 152, at Nuffield House, Gu 
spital, to Joan (née Wales), wife Phi *pher 
DS. R.C.S., a daughter (‘Sarah Maxwe 
es R.—On August 10, 152, at Watford, to Helen (née 
nett’, wife of Bernard Velle onder a son, brother for Stepl 
\ ne 


Our Diary 


Monday, September 1 to Friday, September 


British Dental Association.— Annual Meeting, Carditl 
Thursday, September 
Burnley and District Section.—Old Sparrow 
Church Street, Burnley, = p.m., preceded | I 


p.m Sound film: “ Nitrous Ox: 
the Dental Surgery,” by the British Oxygen Compar 
Tuesday, September 2 

Preston, Leyland and Chorley Section.—Starkic House, 
Starkie Street, Preston, 7.30 p.m. Film Let's Keep Our Teet! 
by Messrs. D. & W. Gibbs Ltd 

Friday, September 

Reading Section. —Lecture and film, The George Hot 

Reading, 7.45 p.m. “ The Autopolymer g Resins: A Strauhed 


Polymerisation Technique,” J. W. McLean 


Saturday, September 

Essex Branch.—Annual Meeting, P Hot Southend, 

$40 p.m., preceded by Council Meeting 
Friday and S« Oct nd 4 

Central Counties Seeach. Annual Meeting Frida 

0 a.m., Golf Competition, Edgbaston Golf Clut for 0 p.n 
Annual Dinner, Midland Hotel, Birr z I ts { 
Saturday : 10 a.m., Annual eung an addr t 
Mr. H. Par ker Buchanan ; |2.45 p.m., al I Midland 
Hotel, Birmingham Tickets s p.m., D trati f 
General Anesthesia for Dental S ingers by Dr. Helen Wood and 
Mr. G. S. Hoggins, The Lecture Theatre, Nuffield House, Quee 


Elizabeth Hospital, Birmingham 


Southern Counties Branch.— Annual Meeting, Dr 
Hotel, Epsom Downs. Friday: Evening uncil meetit 
M g, General meeting; Branch | 
of three past Officers; Afternoon, Vale 
tion of President; Paper: “The Pr 
the United States and Canada,” C. de 


iday, ( be 

The Royal Dental Pn ‘of London Sc hool bad ane 
Surgery. -Annual Prize Distrib H 

Lord Horder, G.C.V.O., I 


South Wales and Monmouthshire Branch Annual 
Mackworth Hotel, Swansea, 2p r r for 
lickets { s. each, from Mr. T. P. 1} Mans« 
Swansea 
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ASSOCIATION NOTICES 
BRITISH DENTAL ASSOCIATION 


13, Hill Street, Berkeley Square, London, W.1. 
Telegrams : “ Bridention,” Audley, London. 
Telephone Nos.: Grosvenor 1592, 1593. 
Journal Office : Grosvenor 2761. 

Dentists’ Provident Society and Dentists’ Insurance 
Committee. 

20, Bruton Place, Berkeley Square, London, W.1. 
Telephone No. : GROsvenor 1172. 


HOSPITALS GROUP: ANNUAL MEETING 1952 


THe Annual Meeting of the Hospitals Group will be 
held at the Sutherland Dental School, Newcastle-on-Tyne, 
on Saturday, October 4, 1952. The meeting will be held 
in conjunction with the Founders and Benefactors 
Lecture, at the School which this year will be delivered 
by Sir William Kelsey Fry. 

Programme 
Friday, October 3 

8.00 p.m. Group Committee Meeting 
Saturday, October 4 

9.30 a.m. Business Meeting 

10.30 a.m. Presidential Addresses: Valedictory by 
Mr. R. Fairhurst; Inaugural by Professor 
R. V. Bradlaw. 

Founders and Benefactors Lecture: ** The 

Surgical Removal of Ectopic Teeth” 

Sir William Kelsey Fry 

1.00 p.m. Lunch. 

2.00 p.m. Clinical Meeting at Newcastle-on-Tyne 
Dental Hospital. 


12.00 a.m. 


GENERAL DENTAL SERVICES COMMITTEE 
Report to the Representative Board, September 1, 1952 

THe General Dental Services Committee have met 
once since the April meeting of the Board, and the Sub- 
Committees have met more often. There is consequently 
much of which the Board should be informed. As, 
however, the September meeting of the Board will occupy 
only one half-day tt is intended not to present a compre- 
hensive review of the Committee’s activities to. this 
meeting but to report in full to the meeting which ts to 
be held in October which it is understood will occupy 
two days. 

The Board will, however, wish to be informed on 
certain matters of particular importance 
Remuneration 

The 10 Per Cent Cut.--The Remuneration Sub- 
Committee have put forward a formal request for 
restoration of the 10 per cent which was cut from the 
Scale of Fees in 1950 Following discussions at the 
Ministry of Health, certified accounts were obtained 
from a number of members throughout the country tn 
order to show any variation which had taken place in 


the expense of running single-handed practices. These 
were forwarded to the Ministry and at a second meeting 
with the Ministry the Association’s representatives were 
assured that the case for abolition of the 10 per cent cut 


would be carefully examined and would be presented to 
the Minister himself, as was specifically requested 

Review of the Scak Arrangements are in progress to 
review the whole Scale of Fees in order that tt can produce 
remuneration for the dental pra 


iL 


tioner in accordance 
with the recommendations of the Spens Committee and 
in the light of the Report of the Penman Committee. 


For this purpose a committee, composed of Ministry of 
Health officials and representatives elected by the 
Remuneration Committee, has been appointed to collect 
the necessary information for the use of a subsequent 
Working Party. 

Members of the profession may be asked to produce 
accounts and it is hoped that they will be ready to do so 
in order to assist those responsible for the review to 
obtain a satisfactory and proper result 


National Health Service Numbers 


The Committee have been very concerned at the 
policy adopted by the Dental Estimates Board with 


regard to Nattonal Health Service numbers. In spite of 
statements made in Parliament that the production ot 
number is not a condition of receiving treatment in the 
general dental services, the Dental Estimates Board have 
consistently delayed the approval of estimates and p 
ment for treatment carried out where the patient failed 


to produce his correct number. Moreover, the Board 
have attempted to saddle the dentist in such cases with 
the responsibility of pursuing the patient and of under- 
taking extensive enquiries on the Board’s behal! 

The Association’s strong objections to the actions of 
the Board were voiced at a meeting on July & with the 
Ministry of Health and the Board, but no change tn the 
Board's practice followed that meeting. On July 24 
a letter was accordingly addressed to the Minister of 
Health himself asking for immediate action in the matter 
Any further developments which occur before September 
1 will be reported orally to the Representative Board on 
that day. Members have been advised through the 
BRITISH DENTAL JOURNAL as to the action to be taken 
pending a settlement. (See p. 141 of this issue.) 

New Sub-Committees 

Two new Sub-Committees have been appointed, onc 
to consider all matters relating to Health Centres and 
the other to investigate the question of Refresher Course 
for General Practitioners under Section 48 of the 
National Health Service Act, 1946, 

Representative on General Medical Services Committee 

The Committee regret to announce the resignation of 
Mr. J. W. Gilbert of London, who has served for several 
years as British Dental Association representative on the 
General Medical Services Committee of the British 
Medical Association. The Committee agreed to invite 
Mr. Alex. Smith of Hull to undertake this important tash 
but he, owing to many heavy commitments on behalf of 


the profession, has declined and this appointment ha 
still to be filled. 
DENTISTS’ PROVIDENT SOCIETY 

THe Annual Meeting of the Society was held 
20, Bruton Place, W.1, on May 28, 1952, Mr. J. W 
Harvey being in the Chair. 

Atthe commencement of the proceedings the C hai 
made sympathetic references to the losses the Society | 
sustained through the deaths of Mr. bE. B. Dowsett 
Mr Harwood 

Mr. V. W. Humpherson, Hon. Treasurer, in the co 
of his Report said that despite the extra expense er ed 
by the move to their new premises and the fact that the 
number of new members admitted, 157, was lower tha 


in 1950, 1951 could be regarded as a very satisfactory 
year, but the only way to meet the increased running 
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expenses without decreasing the apportionment was to 
keep up a Steady increase in the membership. 

The apportionment had been fixed at £1 &s. per share 
and the interest on members’ balances had been main- 
tained at 4 per cent. A large number of requests had been 
received for house purchase loans and all their available 
capital was being invested in that way. That helped the 
members and was a good investment for the Society 
At the end of the year £350.000 was invested in these loans 

The Report and Accounts were adopted 


The following officers were appointed: Chairman 


Mr. J. Warren Harvey; Hon. Treasurer, Mr. V. W. 
Humpherson; Vice-Chairman, Mr. EF. S. Tait; and 
Mr. F. MacKenzie was elected to the Committee tn 


place of Mr. R. C. Scott Dow who had retired. Mr 
Scott Dow was elected as Arbitrator to fill the vacancy 
created by the death of Mr. FE. B. Dowsett. Mr. C. J 
Comins of Messrs. C. J. Comins and Company was 
re-elected Auditor. 

During the proceedings tributes were paid to the 
manner in which the Secretary, Miss E. M. B. Richardson, 
and the other members of the staff had carried on the 
business of the Society. 


Branches and Sections 


Berks, Bucks and Oxon Branch. — The first Presidential 
Meeting of the Branch was held at the Catherine Wheel 
Hotel, Henley-on-Thames, on July 11, 1982 The 
President and Mrs. Willey received the guests and 
members of the Branch. Ninety members and guests 
sat down to dinner which was followed by dancing. The 
guests included the Lord Bishop of Reading, the President, 
British Dental Association, the Chairman of the Berks 
Executive Council, and the Vice-President of the Reading 
Division, British Medical Association. 


Southern Counties Branch. The Branch is to have the 
pleasure of celebrating, what must surely be a unique 
occurrence, the Jubilee of the three past officers, namely, 
Messrs. Arthur King, F. V. Richardson and Walter R. 
Wood, who were respectively President, Hon. Treasurer 
and Hon. Secretary of the Branch in 1902 03 The 
occasion is to be marked at a luncheon to be held in 
their honour during the Annual Meeting of the Branch 
it the Drift Bridge Hotel, Epsom Downs, on October 4. 
Details of the arrangements for this complimentary 
luncheon will be circulated to members of the Branch 
with the notice of the meeting 


CANDIDATES FOR MEMBERSHIP 


B.B.0.) ALEXANDER, Stanley Howard (Lieutenant, Royal 
Army Dental Corps), B.D.S.Sheff., N« 3) Army 


Dental Centre Combermere Barracks Windsor 
Berkshire 
Nominated by I Hampson, Rastall, 
W. Thome 
| CLIPPORD, Edward John Seaton, L.D.S.Manc., The 


Dental Hospital, Bridge Street, Manchester 
Nominated by : C. Cooke, A. S. Prophet, B. V. Janes 
M. COLE, George Franklyn Russell, B.D.Sc.Melb., %, 
Gardnor Mansions, Church Row, London, N.W.5 
Nominated by * N. H. Gittins, A. C. McLeod, J. P 
Molony 
w COTTON, John Rogers, L.D.S.Eng., 21, City Road, 
Winchester, Hants 
Nominated by : 1. Mann. G. S. Dingley, J. T. S 
Hutchins 
M. DAW, Peter Deidrick, L.D.S.Eng., 
London, S 17 
Nominated by 


Hosack Road, 


Professor M. A. Rushton, B. E. D 
Cooke, W. Rotherham 


ca DRAYCOTT, George Kenneth Lloyd, L.D.S.Birm., 4 
Holifast Road, Sutton Coldfield, Warwickshire 
Nominated hy Kirby, J. F. Wheatcroft, R. J 
Smith 
N.C. LDSON, Francis, L.D.S.St.And., Milltown, Kirklinton, 


Carlisle 
Nomaunated by 


R. Whyte, D. Munro, S. D. Hatt 
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Essex 


Essex 


FOOKS, Angela Rosemary (Miss), L..D.S Eng., Sonning 
Lodge, Eastwood Lane South, Westcliff-on-Sea, Essex 
Nominated by : W. J. Tulley, H . ‘er 


Campbell 
GUNSTON, June Mary (Miss), L.D.S 
Vale, Golders Green, London, N.W 


Nominated by © B. Webster, A. } Stock 
W. B. Priest 
INNOCENT, Charles Gordon, L.D.S.Brist Brea 
Down Avenue, Henleaze, Bristol 
Nominated by : Professor A. I. Darling 
Snawdon, H. S. M. Cra 
KEMENY, George Julian, L.D.S.Durt Sta 
Avenue, Heaton, Newcastle-on-T yr 
Nominated by ; Professor R Bradlaw Prof 
J. Boyes, Professor 


Tregarthen 
LENKO, Adam Zbigniew, L.D.S.Brist 
Road, Clifton, Bristol, = 
Nominated by : Professor A. I. Darling, |. W 
Snawdon, L. E. Claremont 


LITTLE, Doris Joy (Mrs.), L.D.S.Belt Clarend 
Street, Londonderry, Northern Ireland 
Nominated by : J. A. Smyth, Miss P. M. H 


° E. A. S. Austin 
McCANDLISH David, L.D.S.Brist 
Road, Clifton, Bristol 
Nominated by : Professor A. I. Darling, |. W. ! 
Snawdon, H. M. S. Crabt 
MARQUES, Alfredo Valadas, B.D.S.Dur x 
ton Street, Luton, Beds 


Nominated by : Professor R Bradlaw Professor 
Boyes, Professor G. G I 
I regarthen 
MARSHALL, Frank Baxter, L.D.S.Edir Forrester 
Road, Edinburgh, |2 
Nominated by J. Baird, | Cubsor P 
Baxendine 
MEAKIN, William John, L.D.S.Eng., Soundwell 
Road, Staple Hill, Bristol 
Jominated by ; Professor H. H. Stor I I 
Lawton, S. L. Pear 
MURDOCH, Wilfred Henry Burgess, L.D.S Ene, 20, 


Manor Farm Road, Alperton, Middlese» 
Nominated by : A. M. Horsnell, S. G. Allen, H.! 


Wilson 
O'HARE, Marie Ita (Miss), L.D.S_Belf Laburnum 
Cottage, Knock Road, Belfast, Northern Ireland 
Nominated by Professor P. J. St M. ¢ an, 
J. A. McMullar 


RUDDIMAN, Robert Arthur, L.D.S.StaA 0 
Holburn Street, Aberdeen 
Nominated by : D. Munro, E. W. Bradford, S. D 


Hatt 
SALTER, David Russ, L..D.S.Brist., 14, Q Drive, 
Bristol, 7 
Nominated by Professor A. I. Dar W. 
Snawdon, H. S. M. Crabt 
THOMSON, Adam Edward, L.D.S.Dur Wickham 
Road, Shirley, Surrey 
Nominated by Professor R Bra Professor 
J Boyes, Prof G I 
l'regarthen 
WALES, Albert Richard, B.D.S.Glasg., 25, Craigmullar 
Road, Glasgow, S.2 
Nominated by Professor ] Ait J ( 


Campbell, T. C. W 
WARREN, Peter William inefatt 
Hertford Road, Enfield, ! 


Nominated by Pre ID 
Emshie 
WHEELER, Donald Joseph, j 
Regent Street, Nottingham 
Nominated by I G Battersby, R Greig, | 


Patterson 
WILKIE, Margaret Rachel, L.D.S.St.And., 200, High 
Road, Leytonstone, London, I 
Nominated by : J. M. Fairley, S. D. Hatt, D. Munr 
WOOD, Alexander, L.D.S.Edin., Humberstone 
Road, Leicester 
Nominated by : K. J. Kerr, R. S. Vine, R. A. A 
Tooth 
WOOLF, Leon, L.D.S.Eng., 154, Hindle House, Arcola 
Street, London. E.s 
Nominated by : C. De Vere Green, R. H. Fader, 
A. Hudson 


Candidate for Readmission 


M. 


& WRIGHT, Arthur Campbell, L.D.S.Belf OT, Seven 


Sisters Road, London, N.4 
Nominated by : G. Thomas, ( 
F. W. Cable 


homas 


FORTHCOMING MEETINGS AT HEADQUARTERS 


September & Committee on Orthodontic Services ) 


12 Health Centres Sub-Committee n 
12. Chairman’s Sub-Committee 


September 2, 1952 
w.c. 
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y (E.S. 
W.C. 
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(D) (L) 
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EDUCATIONAL SUPPLEMENT 


Educational Directory 


DENTAL 

ENGLAND AND WALES 

The Royal College of Surgeons of 
England, The Director of Examina- 
tions, 8, Queen Square, London, W.C.1. 

London, The University of, Senate House, 
London, W.C.1. 

Institute of Dental Surgery (University 
of London), The Dean, Eastman Dental 
Hospital, Gray’s Inn Road, London, 
wl. 

Royal Dental Hospital of London and 
School of Dental Surgery, 
Square, London, W.C.2 

Guy’s Hospital Dental School, London 
Bridge, London, S.F.1. 

King’s College Hospital Dental School, 
Denmark Hill, London, S.E.5. 

London Hospital Dental School, Turner 
Street, London, E.1 

University College Hospital Dental 
School, Sub-Dean for Dental Students, 
U.C.H. Medical School, University 
Street, London, W.C.1. 

Birmingham, The University of, School 
of Dental Surgery, The Director of 
Dental Studies, Medical School, Bir- 
mingham 15. 

Bristol, The University of, The Dean of 
the Faculty of Medicine, Bristol 8. 

Durham, The University of (see New- 
castle upon Tyne) 

Leeds, The University of, The Warden, 
Leeds University School of Dentistry, 
Leeds 1. 

Liverpool, The University of, The Direc- 
tor, School of Dental Surgery, Bound- 
ary Place, Liverpool 7. 

Manchester, The University of, The 
Professor of Dental Surgery, The 
Turner Dental School, Manchester 15. 

Newcastle upon Tyne, The Dean, Suther- 
land Dental School, Northumberland 
Road, Newcastle upon Tyne 1. 

Sheffield, the University of, The Director 
of Dental Studies, School of Dental 
Surgery, Sheffield 10 


Leicester 


SCHOOLS AND EXAMINING 


(F) (L) 
(HD) (L) 
(DO) 


(S) 


(D) 


(S) 


(D) 


(S) 


(D) (DP) 


(D) (L)* 
(S) 


(L) 


(D)(S) 


(D) 


(D) 
(S) 


(D) 
(DO) 
(DP) 
(F) 
(HD) 
(L) 
(PGS) 
(S) 


* Since October, 1951, admission has been for degree students only, although the Licence in Dental Surgery may be conferred 


special circumstances. 


BODIES 


SCOTLAND 

The Royal College of Surgeons of 
Edinburgh, The Clerk to the College. 
18, Nicholson Street, Edinburgh 8. 

The Royal Faculty of Physicians and 
Surgeons of Glasgow, The Registrar, 
242, St. Vincent Street, Glasgow, C.2. 

Dundee Dental Hospital (University of 
St. Andrews), The Dean, 2, Park Place, 
Dundee. 

Edinburgh, The University of, Dean of 
the Faculty of Medicine, University 
New Buildings, Edinburgh, 8. 

Edinburgh Dental Hospital and School, 
31, Chambers Street, Edinburgh |. 

Glasgow, The University of, The Dean of 
the Faculty of Medicine, The Uni- 
versity, Glasgow, W.2. 

Glasgow Dental Hospital and School, 
211, Renfrew Street, Glasgow, C.3 


St. Andrews, The University of (see 
Dundee). 

NORTHERN IRELAND 

Belfast, Queen’s University of, The 


Adviser of Dental Studies, The Dental 
School, The Queen’s University of 
Belfast. 
EIRE 
Royal College of Surgeons in Ireland, 
The Registrar, St. Stephen's Green, 
Dublin. 
Cork: National 
and Dental 
College, Cork. 
Dublin: National University of Ireland, 
University College, Dublin 
Dublin University, Trinity College, Dublin. 
Dublin : Incorporated Dental Hospital 
of Ireland, Lincoln Place, Dublin 


freland 
University 


University of 
Department, 


Grants Degrees in Dental Surgery. 
Grants a Diploma in Dental Orthopedics. 
Grants a Diploma in Public Dentistry 
Grants a Fellowship in Dental Surgery. 
Grants a Higher Dental Diploma. 

Grants a Licence in Dental Surgery. 
Post-Graduate School. 

Dental School. 


Full particulars of each stage of the course of Study for a dental degree or diploma, the fees payable 
and the scholarships tenable at the School can be obtained on application to the appropriate Authority or 
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Septe 


GUY’S HOSPITAL DENTAL SCHOOL 


(UNIVERSITY OF LONDON) 


The School is equipped on the most modern lines, and provides teaching of the curriculum for the B.D.S 
London and the L.D.S. KR.C.S.Eng.) Diploma. 


Men and women students enter the School in October of each year. 


. Degree of the University 


Applications for admission to the School in October, 1054, should be submitted by Sist December, 1052 

Puition in pre-clinical and general subjects is carried on in the Medical School. Tuition in Chemistry, Physics and Biology for the 
L..D.S. diploma is not given at this School 

The course in Dental Mechanics is held in a spacious, wel-cquigped laboratory. The practice of clinical dental prosthetics arr 
m in a special prosthetics room Tuition in these subjects is given by the Professor of Dental Prosthetics, half-time Assistants, and Stat! 


trators, assisted by a Staff of skilled Technicians. 
Ihe pre-clinical course in Operative Dental Surgery is held in a specially-equipped laboratory and is given by the half-time Assistants 
to the Director of the Conservation Room. 
Clinical work is performed in the Conservation Room which occupies the whole of the top floor of the Dental Department. It is equipped 
the most modern lines, and students receive individual chairside instruction from the Dental Surgeon for the day, the Director of the 
Conservation Room (who is the Professor of Dental Surgery), the Assistants to the Director and the Staff Demonstrators. 
In the Dental Department for Children a comprehensive course on Children’s Dentistry and Orthodontics is given by the Members 
he Visiting Staff and the Registrars attached to the Department. 
\ Department of Preventive Dentistry has been instituted The Director, and the two half-time Assistants, give a full course 
struction in all aspects of this subject and engage upon research 
There is a well-appointed Clinical Room and a Demonstration Room in which Members of the Visiting Staff hold out-patient teaching 
cumics 
lhere are, in addition, X-ray Rooms, a Research Laboratory and Students’ Cloak Rooms. 
The Wills Library.—The Wills Library includes a large section of dental publications. 
Scholarships and Prizes.— The following Scholarships are awarded annually -— 
(1) War Memorial Entrance Scholarship of the value of £50 per annum for the n mal period of the student's course at Ss 
(2) Entrance Scholarship of the value of £50 per annum for the 1 | period of the student's course at the Sc! 
(3) Confined Epsom Scholarship entitling holder to free Dental Educ “ion for the normal period of the student's cour 
(4) Confined Scholarship in Science of the value of £100. 
(5) Jubilee Scholarship of £50 per annum for the normal period of the student's course at the Schoo! Restricted to sons and 
daughters of Guy's men and women 
In addition to the Newland Pedley Medal and Prize for Operative Dental Surgery and the David Frank Sturdee Prize for Dental Pros- 
thetics, numerous prizes are offered for competition to students. 
A Travelling Scholarship may be awarded every third year. 
There are numerous appointments of House Surgeon and Assistant House Surgeon to which students are appointed which pr 
wide experience for their holders 
The Prospectus of the School, together with details of Scholarships, Prizes, etc., may be obtained on application to the lea ft 
Medical and Dental Schools, Guy’s Hospital, London Bridge, S.E.1. 
Dean of the Medical and Dental Schools—E. R. BOLAND, C.B.E., F.R.C.P. 
Sub-Lean of the Dental Schooi—F. 8. WARNER, F.D.S., L.R.C.P., M.R.C.S. 
Secretary —W. FP. COOK, F.C.C.S 


KING’S COLLEGE HOSPITAL MEDICAL SCHOOL 


(UNIVERSITY OF LONDON) 


SCHOOL OF DENTAL 


DEAN : VERNON PF. HALL, L.R.C.P., M.R.C. F.F. 
SUB-DEAN: RALPH COCKER, M.B., Ch.B., L.D.S. V.U.Manc., L.R. R.C.S.Eng., F.D.S.Eng 
The Dental Department and School, opened in January 1940, provides modern facilities for the training of dental 
students. The School of Dental Surgery provides complete courses of instruction for students proceeding to dental 
degrees and lip! ts receive individual tuition, and in their clinical years do their work in all departments 
with the latest equipment. 
THE MEDICAL SCHOOL, in which provision is made for the administrative and social requirements of the Dental School, was opened 
in July 1938. There us a School Hostel and Athletic Ground a short distance from the School. 
STAFF OF DENTAL SCHOOL 
Director of Dental Studtes—RALPH COCKER, M.B., Ch.B., L.D.S. V.U.Manc., L.R.C.P.Lond., M.R.C.S.Eng., F.DS.Eng 


natomy— Oral Medicine— = 
Protessor T. NICOL, D.Sc, F.R.C.S.Eng R. COCKER, M.B., Ch.B., F.D.S.Eng. 
*R.C.S. Edin P. A. TROTTER, B.D.S.Birm., L.D.S.Eng., H.D.D.Edin 
Physwlogy— Dental Radiology—_ 
Protessor R. J. S. McDOWALL, D.Se., M.D., F.R.C.P. Edin R. E. CLARKE, L.D.S.Eng., H.D.D.Edin. 
Dental Anatomy and Phystwolegy- Climcal Dental Surger 
W WIDDOWSON, F.D.S.Eng. WN. L. W ADE, L -D.S.Eng. 
J. L. YOUNG, L.D.S.Eng General Medicine— 
Operatnve Dental Surgery and Techmque— SAMUEL ORAM, M.D., F.R.C.P 
P. COLLYER, P.D.S.bng 
E. ROSENSTIBL, LD.S. V.U.Manc A. J. HERIOT, M.S., 
HENRY, S.En General Anasthesa— LB. B BFA 
A H GALLEY, M.B., BS, R.C.S 
Dental Prosthetx EY, 
I OW, F.D.S.Eng., H.D.D.Edin S. A. MASON, M.B., B.S., D.A 
GIMSON, L.D.S. General Pathology— 
Dental Surgery and Dental Pathology— Professor H. A. MAGNUS, M.D.Lond., M.R. 
JOHN JAME S, F.D.S.Eng Chemical Pathology— 
Dental Pharmacology and Therapeutics— Professor C. H. GRAY, M.Sc.Lond., M.B., B.S R.L 
A. S. MOORE, L.D.S.Eng ARCS 
Orthodontics General Bacteriology, Reader— 
L. RUSSELL MARSH, F.D.S.Eng 4. C. CUNLIFFE, M.A., M.D.Cantab 
B.C LEIGHTON, L.D.S.Eng., HD.D., O Glas. Forensic Medicine— 
Apphed Phynology— 4. P. L. COGSWELL, M.B., B.S.Lond., D.A., Barrister 
J. D. KING, D.Se., F.D.S.Eng., Ph.D., D.P.D. at-law 


the Calendar of the Dental School may be obtained from the Secretary, W. F. GUNN, LL.B., F.C.LS., 
King's College Hospital Medical School, Denmark Hill, London, Telephone: BRIixton 1 
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THe following qualifications are now recognised by 
the General Medical Council as lifving for ad- 
mission to the Dentists Registe 
ADELAIDE, University of : Bac 
Doctor of Dental Science 
Mataya, University of Buc 
Master of Dental Surgery 
Matta, Royal University of Diplon 
Surgery,’ Bachelor of Dental Surgery 
MELBOURNE, University of : Bachelor of Dental Science, 
Master of Dental Science, Doctor of Dental Science. 


New ZEALAND, University of Bachelor in Dental 
Surgery. 


lor of Dental Surgery, 


Dental Surgery, 


ate in Dental 


THERE are nineteen examining bodies in Great Britain 
which examine in dental subjects and nearlv all grant 
higher degrees or diplomas in dentistry. The higher 
degrees conferred by the universities take the form of 
Masterships (M.D.S.) and in the case of Manchester 
University a Doctorate also (D.D.S.). The University 
of London had for many years the power to confer 
the Mastership in Surgery in the special branch of 
Dental Surgery, but, until 1948 when the first candidate 
presented himself, the power had never been exercised. 
The University now confers a Mastership in Mental 
Surgery, and candidates for the M.S. or M.D. degrees 
of the University, open only to those who hold the 
M.B., B.S. degrees of the University, may offer 
thesis in oral surgery or stomatology 
Part Il of the examinations. 

The Royal Colleges, except that of Ireland, also grant 
higher diplomas in dentistry. The Royal Colleges of 
Surgeons of England and Edinburgh both grant a 
Fellowship in Dental Surgery (F.D.S.), and the Royal 
Faculty of Physicians and Surgeons of Glasgow a 
Higher Dental Diploma (H.D.D.). 

In most cases the higher degrees or diplomas are not 
granted in any special subject of dentistry. The two most 
notable exceptions are the Diploma in Dental Ortho- 
pedics of the Royal Faculty of Physicians and Surgeons 
of Glasgow, and the Diploma in Public Dentistry granted 
by the University of St. Andrews. The first is a recently 
instituted diploma in the title of which the term first 
suggested by Sir Norman Bennett for the subject which is 
more commonly known as orthodontics has been in- 
corporated. The second has a longer history and has 
been conferred upon a number of candidates from this 
country and abroad. 

Higher degrees, by encouraging further study and by 
directing such study to a specific end, are of great value. 
Although it would be easy to exaggerate the importance 
of the possession of higher degrees, they provide useful 
labels which are of value in forming a general assessment 
of a man’s academic stature and in an increasingly 
bureaucratic world increased significance is likely to be 
attached to them. 

The following brief résumé of the higher degrees and 
diplomas granted by the Examining Bodies in the 
British Isles is intended merely as a brief guide and more 
detailed particulars should be obtained from the uni- 


a 
respectively in 


DOMINION QUALIFICATIONS 


HIGHER DENTAL DEGREES AND DIPLOMAS 
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QUEENSLAND, University of : Bachelor of Den al Smence, 
Doctor of Dental Science. 

SINGAPORE : Licentiate in Dental Surgery 

Sypney, University of : Bachelor cf Dental Surgery 
Doctor of Dental Science, Master of Dental Surgery 

Victoria, Australia : Licentiate in Dental Surgery 

WESTERN AUSTRALIA, University of : Bachelor of Dental 
Science, Master of Dental Science, Doctor of Dental 
Science. 

WITWATERSRAND, University of : Bachelor of Dental 
Surgery, Doctor of Dental Surgery. 


* This diploma has ceased to be granted 


versities or examining bodies concerned. It will be noted 
that in most cases.the degree is only available to graduates 
of the university concerned. It is, however, common 
practice among universities to make their higher degrees 
available to members of the academic staff of the uni- 
versity whether or not they are graduates of that university. 


Bopies GRANTING HIGHER DeGReEES OR DIPLOMAS 
Queen's University, Belfast 

The degree of Master of Dental Surgery (M.D.S.) 
may be conferred upon graduates B.D.S. (Q.U Belfast) 
who, subsequent to graduation, have attended the 
practice of a dental hospital or dental department of a 
general hospital for one year, or have engaged in research 
for one year within a department of the University: of 
have been engaged in practice for two years. Candidates 
may either present a thesis or take an examination the 
first part of which is in the principles and practice of 
dental surgery and the second part in one special 
subject chosen by the candidate: (a) anatomy 
including histology; (4) dental pathology and bacteri- 
ology: (c) properties of dental materials ; (/) dental materia 
medica and pharmacology: (¢) dental prosthetics; (/) oral 
surgery ; or (¢) orthodontics. 


University of Birmingham 

The Mastership of Dental Surgery (M.D.S.) may be 
conferred upon those who have graduated B.D.S 
(Birmingham) and who have submitted a thesis. Gradu- 
ates in dentistry of other British and Dominion universities 
(approved by the University) who have been engaged for 
at least two years in research at Birmingham University 
or in special study whilst holding an appointment at an 
approved hospital, are also eligible for admission to the 
degree. 


University of Bristol 

Bachelors of Dental Surgery of the University of not 
less than two years standing are eligible for the degree of 
Master of Dental Surgery (M.D.S.). Candidates submit 
for the judgment of the University their contributions to 
the advancement of knowledge and must also pass an 
examination in dental surgery. 

Graduates of other approved universities are al 
eligible provided they have pursued original research with- 
in the University of Bristo! during not less than two year 


| 
| 
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THE LONDON HOSPITAL DENTAL SCHOOL 


(UNIVERSITY OF LONDON) 


The School, which is fully — with the latest appliances, is an integral part of the College and Hospital 
ind is thus admirably situated for providing a complete curriculum 


(reneral Anatomy \ R. J. Harrison, M.A., D.Sc., M.B., B.Chir., General Medicine: K. M. A. Perry, M.D.Lond., F.R.C.P 


Dental Anatomy f L.R.C.P., M.R.C.S General Sureery: A. M. A. Moore, F.R.C.S 

Vhynology: Professor J. L. D’Silva, Ph.D., D.Sc., BS., Conservative Dentistry: Director—A. M. Horsnell, F.D.S., L.R.C.P 
MRCP M.R.C.S Assistant Director—N. Livingstone-Ward, L.D.S 

Dental Pathology and Histology: Professor A. E. W. Miles, F.D.S., Lpool Senior Assistant—D. H. Shepperd, L.D.S Research 
L.R.C.P., M S., Senior Assistant—J. A. Pedler, B.D.S., Assistant—D. Soul, F.D.S 
Beg R.¢ M.R.C.S. Junior Assistant—R. W. Fearnhead, Minor Oral Surgery: G. T. Hankey, O.B.F., T.D F.D.S., 
LDS L.R.C.P., M.R.C.S 

Ceneral Pathology Professor Dorothy Russell, Sc.D.Camb., Dental Anasthena: S.G. Allen, F.D.S., L.R.C.P., M-R.CLS 
M.D. Lond., F.R.C.P., D. J. O'Brien, M.B., B.S., L.R.C.P., Oral Pathology: Professor A. E. W. Miles, F.D.S., L.R.C.P 
M.R.C.S 

Dental Bacteriology: Professor C. F. Barwell, M.D General Anasthesia: J. H. T. Challis, L.R.C.P., M-R.C.S., F.F.A 

Dental Prosthetics: Director—Arthur G. Allen, F.D.S Senior R.C.S.&P., G. P. Fox, M.A., D.A., R.C.S.&P L.R.C.P 
Assistant—S. F. Fish, L.D.S M.R.C.S 

Merallurey and Properties of Dental Materials: 1. 8. Cardell, M.Sc., Dental Radiology: G. T. Hankey, O.B.E., T.D., F.D.S., L.R.C.P 
L.D.S M.R.C.S 

Children’s De — A. M. Horsnell, F.D.S., L.R.C.P., M.R.C.S Dental Materia Medica: W. R. Keizer, F.D.S., L.R.C.P., M.R.C.S 

Orthodo aeCE Wilson, L.D.S.Belf, J. S Beresford, Pharmacology and Therapeutics Miles Weatherall, M.A., B.S 
BD B.M., B.Ch 

Demonstrators— 

kK. W. Holden, B.D.S., L.D.S | / S. Rose, B.D.S., L.D.S, 

1). Maflin, L..D.S Stockman Vine, L.D.S 

Hi. M. Midgley, B.D.S. % H. West, L.D.S. 

LD. J. Ritchie, L.D.S. K. V. Wilhams, L.D.S 


P. M. Young, L.D.S. 

Connected with the Medical College and Dental School are a Library, Atheneum, Clubs Union, Dining Hall, 
Students’ Hostel, Squash Courts, and an Athletic Ground of over 13 acres. 

An Entrance Scholarship valued £50 is offered each year and is eligible for Supplementation by the Ministry 
of Education. The Examination will be held during April. The subjects of the examination are Biology, Chemistry 
and Physics. 

For a prospectus containing particulars as to fees and course of study advised, apply to the Dean, who will be 
glad to make arrangements for anyone wishing to see over the School. 

Dean —A, FE. Clark-Kennedy, M.D., F.R.C.P., The London Hospital Medical College, Turner Street, E.1. 
Pental Sub-Dean—-A. M. Horsnell, F.D.S., L.R-C.P., M.R.C.S. Secretary--H. P. Laird, B.A 


"THE ROYAL DENTAL HOSPITAL OF LONDON 


SCHOOL OF DENTAL SURGERY (UNIVERSITY OF LONDON) 
The Staff of the Hospital and School 
Hon Consulting Physwian.-—Sir Ropert Hutcnison, Bart., M.D, 
Hon. Consulting Surgeon.— Sin J. Warine, Bart, BE. MS, FRCS 


Hon. Consulting Dental Surveons.—Siw Frank Corver, K.B-E., LL D., F.R.CS., F.DS., L.R.CP.; J. G. Turner, I 
Coreman, M.C., F.DS., L.R.C.P., S. A. Rippert, M.( F.D.S., L.R.C.P., M.R.C.S 

Hon ( onsulteng Oto Rhino-Laryngologist.—E. D. D. Davis, F R-CS., L- 

Hon. Consulting Anastheaist —H. C BE. M.D MRCS, 

Research Advasory Commitee —D. T. Harnis, D.Sc., M.B., Ch.B P. Hut, D.Se., F.R.S.; C. Lovatt Evans, LL.D., D.Sc., F.R.C.P 


B., D.T.M 


A. M.D., BSc.; Six ALEXANDER FLEMING C.B.E., DSc, M.B., F.R.CS., F.R.S.; H. Macrean, 
} Wusnep Fisu, C.B-E., M.D., D.D.se., DSe., F.D.S 

Consultant Dental Surgeons —A. L. Pacxnam, F.D.S., L.R.C.P., C. Henry, F.D.S., L.R.C.P., M.R.C.S.; N. J. Atnswortn, 
M F.DS., L.R.C.P., V. A. F. Greentsn, F.DS W. Ficxure, F.R.CS., F.D.S.; D. Greer Wacker, M.A., M_B., B.Ch, 
BAO, M.DentSc., F.D.S.; J. H. Hovest, F.DS., L.R-C.P., MRCS 

Consultant Assistant Dental Surgeons —H. L. Hagpwick, FDS, P. Granam, F.DS.,L.R-C.P., MRCS. ; A. B. MacGrecor, 
MA. MD. BCh. FDS, MRCS 


Consultant Anasthetists RG Kars, M.C, L. MRCS; O L. Caxpen Siptey, F.F.A., P., M.R.C.S; T. F. Crowrey, B M.B 
BCh, BHO, DA.; R. Bram Gourp, MB, ChB. FFA; FI moray Haw! L.RC.P., M.R.C.5.; Denzit Lew L.R.C.P., 
Rocne, B L.R.C.P, DA Vase, F. Wroraxe, LMSSA,DA 
Consuliant —-S. Biackman, KR CP MRCS, DM ( ectrologist. —R. H. Leaver, L.R.C.P., 
Surgwal Registrar N. W. McCaciz, F.R.CS.E., L.DS Consultant Patholog: st.—R. B. Lucas, M.D., Ch._B., M.R.C.P., D.P.H 
Anasthaic Registrar. —W F. Canrrunter, M.A., M.B., B.Ch, B.A.O 
Professor 
Dental Surgery Vacant 
Readers 
Pathology. B. Lucas, M.D., Ch.B,, M.R.C.P., Orthodontics. —K. Cortsanoe 
Lecturers ; 
Dental Surgery tue Proressor. Oral Surger D. Greer WALKER Dent rosthetics. —N. J. Atnswortn. Dental Anatomy 4 MACGREGOR 
Ane sthetu Kt Karn. Local Anasthetus. 1 tr J. H. Hovett. Bacterwology —R B. Lucas. Radtolog 
KMAN. Matera Medua A Mact. REGOR Dental Gaxsipe, Ph.D Ms F.R FIM micas entas 
wreer Dental geons and Assistant Dental Surgeons thetics R. G. Karn, O. L. Carpen Sisiey, RK AIR t 
ME, ChB, Dorotny Hawes, L ROP, MRCS 
Departments 
Conservation: Director V Ab. 4ssistant Director Pickarp, F.D.S., L-R.C P., M-.R-CS Orthodontics: Director 
Hovent. Reader kK. Cortsanbde Suytu, FDS Prosthetics: Director —N. ]. Atnswortu Assistant Director ALAN Ma L.D.S 
Periodontal: isststant Durector A. B. BCh.D.,, F.DS Surgical : Director D sREER “Wai KER 
mh association with the Department of Pathology St. Geor Hospital Medical School); Durector Profess CRAWFORI 
Reader. B. Lucas. Assistant Pathologst H. Keamwer, Clinical Photography and Visual Education: 
tow BS. LDS. Memorial Library : Hon. Librarian. —H. M. Pickaro. Museum: ( urator 
as. Assistant ( urator Hon Asssst uraior \ iter, FDS 


Assistant Lhvector of Teaching Ko STEPHENS BDS., L.R.C.P., MRCS, L.Ds. 
Dean and Director of Teaching — H_ |. HARDWICK, F.DS, L.RCP,M RCS. School Secretary.—K. RK. Mc.k. Bicos, B.A 
and Prizes 


Entrance Scholarship 4100. Subjects: Ct istry, Physics iology a Saunders Scholarship ¢ Saunders | 

ynett Scholarstup 450; Alfred Wood e scholarst bert Wot Prize £12; Lonnon Bi irsary £15 15s J]. A. Smith S 
Parris Prize about 48 Ss Bakiwin scholar and Dolamore Prize 3 10s _ Twenty Class Prizes awarded ea h year The At tic Ground is 
situated! at Colindale. Applications for fu ilars and School Calendar ld be submitted to the SCHOOL SECRETA 
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Cork University College (National University of Ireland) 

Bachelors of Dental Surgery of the University are 
eligible for the degree of Master of Dental Surgery 
(M.D.S.) three years later. The examination is composed 
of two parts; the first part is in the subjects dental surgery 
and pathology, dental prosthetics, and dental materia 
medica, and the second part is in a subject chosen by the 
candidate from among the following : oral conditions 
in relation to systemic disturbances, electrotherapeutics 
applied to dentistry, oral prophylaxis, orthodontics. 

Instead of taking Part II of the examination, the 
candidate may submit a dissertation in some subject of 
which he has had ‘experience. 


University of Dublin (Trinity College) 

This university may confer the degree of Master in 
Dental Science (M.Dent.Sc.) upon Bachelors in Dental 
Science of the University of at least three years standing. 
The candidate must submit a thesis and read it publicly 
before examiners and be examined viva voce on the 
subject of his thesis and in general dentistry. 


University College (National University of Ireland), Dublin 

The degree of Master in Dental Surgery (M.D.S.) 
may be conferred upon Bachelors in Dental Surgery of 
the University of at least three years standing. 

Candidates must pass an examination which is in two 
parts. Part I is a written and practical examination in 
dental pathology and bacteriology and dental! prosthetics. 
Part II is in one of the following subjects selected by the 
candidate : (a) oral conditions in relation to systemic 
disturbances ; (5) electro-therapeutics applied to dentistry ; 
(c) oral prophylaxis ; (d@) orthodontics. 

Instead of Part II, the candidate may present a written 
dissertation on a dental subject of which he has had 
experience. 


University of Durham (Newcastle) 

Bachelors of Dental Surgery of the University of not 
less than two years standing and who are not less than 
25 years of age may be admitted to the degree of Master 
of Dental Surgery (M.D.S.). A candidate must submit 
a thesis embodying original work and research and may 
be required to take an examination 


University of Edinburgh 

The degree of Master of Dental Surgery (M.D.S.) 
may be conferred upon Bachelors of Dental Surgery of 
the University or upon a graduate in medicine or science 
of the University who possesses in addition a registrable 
dental qualification. Candidates must be at least 24 
years of age and must produce evidence of having en- 
gaged in practice at a recognised hospital or in research 
at an institution for at least one year, or of having been 
in dental practice for at least two years. 

Candidates must present a thesis on some dental sub- 
ject of which they have made a special study and must 
take a written and practical examination in dental 
surgery and pathology. A candidate may on the other 
hand profess a special subject that has been approved 
by the University. In this case, in addition to presenting 
a thesis and taking an examination in dental surgery and 
pathology, he takes an examination in the special subject 
he professes. 
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Royal College of Surgeons, Edinburgh 

The College grants a Fellowship in Dental Surgery 
(F.D.S.). 

Anyone who possesses a qualification admitting him 
to the British Dentists Register, who has been in practice 
for not less than three years and has held a dental appoint- 
ment in a recognised hospital for not less than six months, 
may present himself as a candidate. The examination is 
in two parts which need not be taken simultaneously. 

The subjects of Part I are applied anatomy and 
physiology, and the principles of pathology and bacteri- 
ology. Part II of the examination consists of written 
papers, oral and clinical examinations on the principles 
and practice of dental surgery and on oral! pathology and 
surgery in its application to dentistry. 


Royal College of Surgeons of England 

Fellowship in Dental Surgery (F.D.S.). Candidates must 
possess a qualification registrable in the British Dentists 
Register or a qualification in Dental Surgery of one of 
those universities or licensing bodies recognised by the 
Council and must have attained 25 years of age. The 
examination is in two parts; a Primary Examination 
and a Final Examination. Before admission to the Final 
Examination candidates must produce evidence of having 
been engaged in the acquirement of professional know- 
ledge for at least two years subsequent to qualification 
and of having held an approved hospital appointment 
for not less than six months. 

The subjects of the Primary Examination are: 
(a) applied anatomy, including anatomy and histology of 
the teeth and jaws ; (+) applied physiology and principles 
of pathology of importance in dental surgery. The sub- 
jects of the Final Examination are : (a) surgery ; (4) oral 
pathology and bacteriology ; and (c) dental surgery. 


University of Glasgow 

The degree of Master of Dental Surgery (M.D.S.) 
may be conferred upon a Bachelor of Dental Surgery of 
the University who has been engaged in the practice of 
dental surgery—hospital or otherwise, for at least one 
year after graduation. The candidate must submit a 
thesis for the approval of the Faculty of Medicine and, 
in most cases, is also required to pass a clinical examina- 
tion in dental surgery. 


Royal Faculty of Physicians‘and Surgeons of Glasgow 

Any person who has been engaged in the study or 
practice of dental surgery for at least twelve months 
subsequent to obtaining a licence or qualification in 
dental surgery recognised by the Royal Faculty may 
present himself as a candidate for the Higher Dental 
Diploma (H.D.D.). 

Candidates are examined in dental anatomy and 
physiology (human and comparative), dental surgery, 
dental pathology and bacteriology. The examination ts 
written, practical, clinical and oral. 

The Diploma in Dental Orthopedics (D.D.O.) is open 
to those who have been engaged in the study or practice 
of dental surgery for at least two years subsequent to 
obtaining a licence or qualification recognised by the 
Faculty,who have attained the age of 25 years and can pro- 
duce evidence of having been engaged in whole-time post- 
graduate study of orthodontics for not less than six 


— 
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University College Hospital Medical School 


(DENTAL DEPARTMENT) 
Great Portland Street, W.1 and (Prosthetics Department) Mortimer Market, W.C.| 


THE WINTER SESSION commences TUESDAY, OCTOBER 7, 1952. 
Che Hospital and School, situated in the centre of a large population, and within a few minutes of University College Hospital, is 
admirably adapted for the teaching of students in every branch of the Science and Art of Dental Surgery. 
A new Prosthetics Department, equipped in the most modern way is in close proximity to the Medical School. This Department will 
aso accommodate the new Professorial Unit 
Students (men and women) enter as students of University College Hospital 
Lach student serves as a dresser in the extraction, anesthetic, conservation, and X-ray departments, which provide him with the opportunity 
f observing and actually carrying out the methods of work in all branches 
Nine house surgeons are appointed half-yearly 
the calendar, containing full information as to lectures, fees, prizes, &c., may be had on application to the Director of Dental Studies 
miversity College Hospital Medical School, University St., W.C.1 


Lecturers 
Cieneral Anatomy.—Professor J. Z. Young, M.A., F.R.S 


Creneral Physiology Professor G. L. BROWN, C.B.E., M.Sc., M.B., Ch.B., F.R.S. 

Special Anatomy.—ALAN SHEFFORD, O.B.E., F.D.S. R.C.S.Eng 

Surgery and Pathology. —ALAN SHEFFORD, O.8.E., P.D.S. R.C.S.Eng 

Operanve Dental Surgery —J. SCHOFIELD, M.R.C.S., L.R.C.P., F.D.S. R.C.S.Eng., and C. de VERE GREEN, F.D.S 

Orthodontics. —W. GROSSMAN, M.D.Prague, L.D.S. R.C.S.Eng 

Dental Mechames and Prosthetics. —J. A. S. WRIGHT, A.FP.C., H.D.D.Edin., F.D.S. R.C.S.Eng 

Dental Materia Medica.—J. W. THOMPSON, M.B., B.S., and T. D. WHITTET, Ph.C 

Bacteriology Professor WILSON SMITH, M.D., F.R.S 

Patholory Professor G. R. CAMERON, M.B., D.Sc., F.R.S 

Dental Histology. —A. K. INCE-JONES, M.R.C.S., L.R.C.P., F.D.S. R.C.S.Eng 

Dental Metallurgy.—H. W. THORPE, B.Sc., M.1.Chem.E. 

Ince sthe tics M. W. P. HUDSON, M.B., B.S., D.A 

Radiology —D. A. IMRIE, M.D. Lausanne, L.R.C.P., L.R-C.S., D.M.R.E., L.D.S.Glas. 

Special Medicine Lectures —JOHN STOKES, M.D., F.R.C.P 

Special Surgery Lectures —D. N. MATTHEWS, O.B_E., M.Ch., F.R.C.S 

Dental Unit: Director of Dental Studies and Vice-Dean for Dental Students —ALAN SHEFFORD, O.B.E., F.D.S. R.C.S.Eng 
First Assistant —W. B. BALDERSTON, L.R.C.P., L.R.C.S.Ed., L.R.P.P.S., L.D.S. R.F.P.S.Glas 


issistants.—R. H. FADER, L.D.S. R.C.S.Eng., J. L. MACDOUGALL, L.D.S. R.C.S.Eng., J. HUDSON, 
L.D.S. R.C.S.Eng., |). MORDAUNT, L.D.S. R.C.S.Eng. 


Dental 


UNIVERSITY OF BIRMINGHAM 


SCHOOL OF DENTAL SURGERY 


The 1952/53 Session Commences on MONDAY, 6th OCTOBER, 1982. 


The School of Dental Surgery, in conjunction with the United Birmingham Hospitals, 
atfords a complete curriculum for the Dental Degrees of the University. 


The Degrees of Bachelor of Dental Surgery (B.D.S.) and Master of Dental Surgery 
(M.D.S.) are open to Students who follow the requisite Courses in the University 


A Dental Scholarship of the value of £37 10s. Od., tenable for one year, is offered 
annually by the University. 


For Syllabus and further information, application should be made to the Director of 
Dental Studies, The Medical School, Birmingham 15. 


S.Eng 
| { 
| 
| 
23 


September 2, 1952 


months or in part-time study for not less than twelve 
months. 

The examination consists of a written and oral exami- 
nation in applied dental anatomy and physiology (human 
and comparative) and embryology, and a written, prac- 
cal, clinical and oral examination in dental orthopedics. 


University of Leeds 

Bachelors of Dental Surgery of the University of not 
less than one years standing may proceed to the degree 
of Master of Dental Surgery (M.Ch.D.) after at least 
one year in approved hospital practice, or in approved 
special study, or after at least two years in dental practice. 
Graduates in dental surgery of other universities may 
proceed to the degree of Master upon completion of an 
approved course of higher study or research in the 
University of Leeds extending over two years. 

Candidates may either present themselves for exami- 
nation or present a thesis embodying the results of 
personal observation or original research in some 
subject related to dental surgery. 

The examination for the Mastership is in two parts, 
the first of which is in the principles and practice of 
dental surgery and the second is in one of a wide variety 
of special subjects which may be chosen by the candidate. 
University of Liverpool 

The degree of Master of Dental Surgery (M.D.S.) may 
be conferred upon Bachelors of Dental Surgery of the 
University of two years standing and upon graduates in 
dental surgery of other approved universities of three 
years standing. 

All candidates must present evidence of attendance 
during a period of not less than six months on courses of 
instruction in pathology and bacteriology, and must 
present themselves for an examination in these subjects. 
Candidates must also present a thesis embodying the 
results of personal observation or original research. 


University of London 

The University confers the following Higher Degrees 
in the Faculty of Medicine: Master of Dental Surgery 
(M.D.S.), Master of Surgery (M.S.), Doctor of Medicine 
(M.D.). 

The M.D.S. Degree is open only to persons who have 
obtained the B.D.S. Degree of the University of London 
as Internal Students not less than two calendar years 
previously. The examination consists of a general 
examination in dental surgery and pathology, and a 
special examination in one of the following: Clinical and 
operative dental surgery, oral pathology, oral surgery 
and related prosthetics, dentistry for children and 
orthodontics. 

A thesis may be submitted and may be accepted as 
exempting from a part or the whole of the examination. 

No candidate may enter for the degree of Doctor of 
Medicine or Master of Surgery unless he holds the 
M.B., B.S. Degrees of the University of London. 

Master of Surgery.—The examination for the Degree 
of Master of Surgery is in two Parts, of which Part I may 
be taken not less than two calendar years and Part IT not 
less than five calendar years after the candidate has 
obtained the M.B., B.S. Degrees. A candidate who has 
held an appointment in a recognised institution for not 
less than two years may apply for exemption from Part I, 
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and each application will be considered by the Senate on 
its merits 

Part I will consist of: Two papers in surgery, including 
surgical pathology; one paper in surgical anatomy and 
applied physiology; an essay On one of a choice of 
subjects in general surgery; a clinical examination 
an examination in methods of surgical approach and the 
conduct of operations: an oral examination 

Part II will consist of a thesis dealing with general 
surgery or with some special branch of surgery and an 
oral examination in general surgery and on the special 
subject dealt with in the thesis. Oral surgery ranks as a 
special subject which may be dealt with by thesis 

Doctor of Medicine. The examination for the Degree 
of Doctor of Medicine ts in two Parts, of which Part | 
may be taken not less than two calendar years and Part Il 
not less than five calendar years after the candidate has 
obtained the M.B., B.S. Degrees. A candidate who has 
held an appointment in a recognised institution for not 
less than two calendar years may apply for exemption 
from Part I, and each application will be considered by 
the Senate on its merits. 

Part | will consist of: Two papers in medicine; onc 


paper in pathology; an essay On one of a choice ol! 
subjects in general medicine including the history of 
medicine ; a clinical examination of patients an oral 
examination, 


Part Il will consist of a thesis dealing with general 
medicine or with some special branch of medicine and 
an oral examination on general medicine and one the 
special subject dealt with in the thesis. Stomatology 
ranks as a special subject which may be dealt with by 
thesis. 


University of Manchester 

Bachelors in Dental Surgery of the University may 
proceed to the Mastership in Dental Surgery (M..D.S.) 
after having worked in a dental hospital or having been 
engaged in scientific work for at least one year, or alter- 
natively after having been engaged for at least two 
years in practice as a dental surgeon. 

Candidates may either present an original dissertation 
or undergo a written and practical examination, the 
first part of which is in the principles and practice of 
dental surgery and the second part is in a subject chosen 
by the candidate from a wide variety of special! subjects 
approved by the University. 

The degree of Doctor of Dental Surgery (D.D.S.) may 
be conferred upon graduates in Dental Surgery of the 
University of not less than two years’ standing. It may 
also be conferred upon graduates in medicine and 
surgery or in science who hold in addition an approved 
dental qualification. Candidates must produce evidence 
of having, for one year, pursued in some department of 
the University a course of advanced study and of having 
engaged subsequently in research in some problem within 
the field of dental surgery within the University for a 
period of at least a year. Candidates must present a 
thesis embodying the results of their research which 
should be a substantial contribution to knowledge 


University of St. Andrews (Dundee) 
Bachelors of Dental Surgery of the University are 


eligible for the degree of Master of Dental Surgery 
(M.D.S.) two years later. Candidates must have been 


UNIVERSITY OF BRISTOL DENTAL SCHOOL 
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THE MUSEUM 


The curriculum leads up to the University’s degree of B.D.S. (5) years) and diploma of L.D.S. (5 years) ; both 
courses and qualifications being open to men and women alike. The University also grants the higher degree of 
M.D.S. Facilities are available for research in all branches of Dentistry. 


The curriculum is pursued in the University buildings and in the well-equipped Dental Hospital 
(opened in 1940); clinical instruction in Medicine and Surgery is given in the adjacent Bristol Royal 
Hospital. 

Halls of Residence are available for men and women students. 


The prospectus containing full particulars of the courses, fees and other information may be obtained from 
the Registrar of the University, Bristol, 8. 


UNIVERSITY OF DURHAM 


THE DENTAL SCHOOL 
KING’S COLLEGE, NEWCASTLE UPON TYNE 


fue UNIVERSITY OF DURHAM GRANTS THE DEGREES OF MASTER OF DENTAL SURGERY (M.D.S.), BACHELOR OF 
DENTAL SuRGERY (B.D.S.), Licence In DENTAL SuRGERY (L.D.S.), AND Doctor oF PHtLtosopuy (Pu.D.) 


[ue entire dental curriculum including systematic lectures, mechanical pupilage and dental and genera! 
hospital practice for the above degrees and licence, and also for the examinations of other licensing bodies, may 
be taken in the Sutherland Dental School and its associated hospitals 


Candidates, who hold a Licence in Dental Surgery of a University or other Licensing Body in the United 
Kingdom, may be admitted to the Final Examination tor the degree of Bachelor of Dental Surgery of the Uni- 
versity after one year of study in the Dental School 


Candidates for the degree of Doctor of Philosophy must pursue a supervised course of advanced study 
and research during not less than six terms. 


Open Entrance and other Scholarships, numerous prizes and other special awards are given annually 
Research Fellowships, Scholarships and facilities are available. Courses of post-graduate instructions and 
clinical appointments suitable for those desiring specialised study are arranged. Several house appointments 
are made each year. Grants may be made, where appropriate, by Local Education Authorities and under the 
Further Education and Training Scheme of the Ministry of Labour and National Service 


The University Union is available for dental students, and every form of athletic facility is provided at 
the Medical School athletic ground 


A dental prospectus and any other information may be obtained from the Dean of the Dental School, 
Sutherland Dental School, Northumberland Road, Newcastle upon Tyne, 1. 
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whole-time post-graduate students for a period of one 
year or whole-time members of the teaching staff for 
two years in one of the departments of the Dundee 
Dental Hospital or of some other hospital approved by 
the University. 

Candidates must pass an examination consisting of 
three divisions : (a) a written, clinical and oral examina- 
tion in advanced dental surgery and pathology ; (+) an 
examination in the subject of the special department in 
which the candidate has worked ; (c) the submission of 
a thesis on an approved dental subject 

The University may also confer the degree of Doctor of 
Dental Science (D.D.Sc.) upon graduates of the University 
of five years standing and upon graduates of other 
universities who are members of the teaching staff of the 
University of St. Andrews. Candidates must submit a 
thesis embodying an original contribution to the science 
of dentistry. 

The University may also grant a Diploma in Public 
Dentistry (D.P.D.) to candidates possessing a dental 
qualification entitling the holder to practise in any part 
of the British Commonwealth of Nitions, and who have 
attended at St. Andrews University, a course of instruc- 
tion extending over a period of not less than one academic 
year, in the subjects of the examination 

Candidates must also present evidence of having 
acquired practical experience of public health adminis- 
tration. 

Candidates are required to submit a dissertation on a 
topic relating to public dentistry and to pass a written 
and practical examination in subjects which include 
bacteriology, general public health administration, public 
dentistry, dental jurisprudence and orthodontics. 
University of Sheffield 

Bachelors of Dental Surgery of the University of at 
least two years standing may present themselves as 
candidates for the Mastership of Dental Surgery (M.D.S.) 
if they have completed, subsequent to graduation, one 
year of either approved hospital practice or scientific 
work related to dentistry in a department of the University. 

Candidates may proceed to the degree by examination 
or by presenting a thesis embodying observations in 
some subject related to dentistry. A candidate presenting 
a thesis may, at the direction of the University, be required 
to pass an examination in addition. 

Candidates electing to proceed by examination only 
are examined in the subjects of dental surgery and 
pathology and in general medicine and surgery related to 
dentistry, and also in a special subject which may be 
chosen from the following: (a) dental pathology ; 
(b) dental prosthetics; (c) dental radiology; (d) dental 
anesthetics ; (e) orthodontics; (f) oral surgery ; 
(g) dental pharmacology and therapeutics ; (A) dental 
anatomy and histology. 


DocTORATES OF PHILOSOPHY OR SCIENCE 

The majority of universities grant a Doctorate of 
Philosophy (Ph.D.) or of Science (D.Sc.) which is open 
to graduates in dentistry who present a thesis based upon 
original research of a high standard. The procedure in 
most cases is very similar and a résumé of the regulations 
is not included. Usually the candidate must be a graduate 
of the university concerned or have carried out his 
research in a department of the university, and as a rule 
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only work of a strictly scientific non-clinical nature ts 
accepted as the subject of a thesis for these degrees 
Generally speaking there is no written examination but the 
candidate is examined orally on the subject of his thesis, 


DENTAL POSTGRADUATE BUREAU 


Tut Dental Postgraduate Bureau was set 
collect information about facilities for postgraduate 
study which exist in the British Isles and to make it 
available to persons interested. 

The Director maintains personal contact with all 
hospitals and schools where postgraduate training is 
undertaken and is prepared to discuss problems with 
candidates and to advise them either by letter or appoint- 
ment. 

Booklets giving general particulars of courses available, 
information about higher dental qualifications and 
particulars of studentships and scholarships for advanced 
studies and research are available from the Director, 
Dental Postgraduate Bureau, 44, Hallam Street, London, 
W.1, from whom further information can be obtained on 
application. 


up to 


FILMs 

The Dental Board have been examining and collecting 
copies of films on dental subjects and now possess a 
number of these which are available for hire. These may 
be of interest to dental schools and members of the 
profession, study groups, etc. Subjects covered are 
acrylics, conservative dentistry, maxillo-facial surgery, 
oral hygiene, oral surgery, orthodontics, parodontics 
and prosthetics. Particulars may be obtained from the 
Dental Board, 44, Hallam Street, London, W.|! 


UNIVERSITY OF LONDON 
British Postgraduate Medical Federation 
Institute of Dental Surgery 

POSTGRADUATE courses are available, at 
Institute, in the following subjects: 

Conservative dentistry, orthodontics, children’s den- 
tistry, periodontia, oral surgery, pathology, preventive 
dentistry, prosthetics and radiology. 

Courses can be divided into the following categories 

Long Courses, Registrarships and, occasionally, higher 
gradings. Full time, for six months to one year, for train- 
ing specialists, teachers, and research workers. 

Junior Registrarships (full and part time), for those 
requiring general postgraduate experience. 

Special Courses (lectures, demonstrations and practical! 
work), in co-operation with the Royal College of Sur- 
geons, for students training for higher qualifications. 
Courses of six months’ duration, specially arranged for 
candidates studying for the final F.D.S. R.C.S. examina 
tion, commence in June and January; and Refresher 
Courses of eight weeks duration commence in May and 
October. 

A limited number of Clinical Assistantships 
available for students taking the six months’ course 

Postgraduate Courses in specialised subjects, for genera! 
practitioners. 

Short Refresher Courses, for general practitioners and 
dental practitioners in hospital and school service. 

Details of each course will be announced at a later 
date. For particulars, and forms of application, apply to 
the Dean of the Institute of Dental Surgery, Eastman 
Dental Hospital, Gray's Inn Road, London, W.C.1. 
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UNIVERSITY OF MANCHESTER 


TURNER DEN 


Chancellor: The Right Hon. Lorp Wootton 
Chancellor: Sir Joun Storrorp, M 


SCHOOL 


Liverpool, P.C., C.H., D.L., 
D., Se.D., D.Se., LL.D., F.R.C 


Dean of the Medical School 


Professor Watter Scutare, M 


O} Hk DENTAL SCHOOL (ex 


Lecturer 1. Hartiey, LD R. BE. Mites, L.DS., F.DS 
N. Witp, MiSe., L.D 


Parodontia 
furer lack B.D ; McKenzie, L.DS 
Oval Surgery 
Asucrort, F.DS. 
Lecturer anks, LL.D H. Seerey, L.DS 


B., Ch.B., B Ph.D, M.S« 


luding Assistant Lecturers and Demonstrat 


Dental Pr 


r Exnest Matruews, MS 
¢ + 


A. J. Mitxe Ga I 
L.D H. McIntyre, M.B., Chi 


L.DS 


Dental Anatomy 


Monks, M.S« 


Dental Bacteriolog 


Lecturer -A. S. Paornet, D.D.S., Dp. Bact 


Dental Radiology 
Lecturer -K. Dexsysuire, 
Anesthesia 


Lecturer--lom Dinspare, M.B., Ch.B., DA 


Children's Dentistry and Preventive Dentistr 
Lecturer -]. Murcer, M.DS 


1 utor to Dental Students 


A. 5. Propner, 


Joan Irwin, 


In 1940, the University was presented with a new Hospital and S hool b 
have been eq upped with the most recent type of apparatus, ar ry 
he University grants a degree, B.U.S., and th igher > DDS 


Puree are credited 
uurse takes four and a half years. The course is sho: 


lf years, and graduates wishing to proceed to a medi 
The diploma (L.D.S.) co 


Eaquir regarding fees should be addressed to the Bursar, the Ua 


niversity Mane hester 13 


THE 


UNIVERSITY OF LEEDS 


DENTAL SCHOOL & HOSPITAL 


Warden: PROFESSOR T. TALMAGE READ, 
F.R.F.P.S., F.D.S. R.C.S., L.R.C.P. 


[he First Term begins on October 7th, 1952. 


The degrees of B-Ch.D. and M.Ch.D., as well 
as a diploma, L.D.S., are conferred by the 
University 

The first year studies are taken in the Science 
Departments of the University and a complete 
professional education ts provided by the Dental! 
School and Hospital, the Medical School and 
the General Infirmary at Leeds. 


For prospectus and further information 


application should be made to 


The Warden, Dental School and Hospital, Leeds, 1. 


Secrdary 


D.D.S., Dp. Bact. 


M.A., F.H.A 
Sir Samuel Turner. The vario san i s 
ident is provided with an electric xfern d 

, M.D.S. and M.Se. The course f f B.D ive and 
with three years of that course, and excused the Second M xa tation 
rtened if Chemistry and Physics are taken before entry 

versity, Manchester 13, and all other enquiries to t trars 


SHEFFIELD UNIVERSITY 
DENTAL SCHOOL 


Dean of the Faculty of Médicine 
J. G. McCRIE, O.B.E., T.D., M.B., F.R.C.P.(Ed. 


Director of Dental Studies— 
GEORGE LAWRENCE ROBERT - M.B., Ch.B., B.D.S., 
F.D.S. R.C 


The Session will commence on 
Monday, October 6th, 1952 


DEGREES AND DIPLOMA IN DENTAL SURGERY 


The Degrees of Bachelor of Dental Surgery (B.D.S.) and Master 
of Dental Surgery (M.D.S.) and the Diploma in ego Su rgery 
L.D.S.) are open to Students, men and women alike, who follow 
the requisite courses in the University 


The present Dental Department at the U niversity, in conjunction 
with the Dental Department of the Sheffield Ror | Hospital, affords 
students excellent opportunities of completing the full curriculum 
for the Diploma and Degrees of this University and other Licensing 
Bodies, in close co-operation with the Out-patient Departmen its 
and General Medical and Surgical Departments of a large and 
active Teaching Hospital. 


A completely new Dental Hospital is at present under 
and should be available for clinical teaching in Octot 1953. 


All communications concerning Classes, Conditions of Entry 
Attendance of Students, Fees, etc., should be addressed to— 


DIRECTOR OF DENTAL STUDIES, 
THE UNIVERSITY, SHEFFIELD, 10. 
All communications relating to the Examinations, Degrees 


Scholarships, Halls of Residence, etc., of the University, should be 
addressed to— 


THE REGISTRAR, 
THE UNIVERSITY, SHEFFIELD, 10 
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DEFERMENT FOR DENTAL 


MEN registered under the 
Acts will normally be called up fo 
Forces soon after reaching the 


STUDENTS 


who are National Service 


service in the Armed 
age of IS years. 

Dental students may be granted deferment to remain 
in full-tume attendance at school or similar educational 
establishment if they wish to take the first M.B. or an 
\ student so deferred may be 
allowed to complete the school yea which he sits the 

1 no case extend 
which he becomes 
f a student wishes 
to remain at school until the end of the school year in 
which he becomes 18 and has been pro 


exempting examination 


examination but such deferment car 
beyond the end of the school year 
19. Deferment may also be allowed 


sionally accepted 
for a university or for a full-time course of instruction 
at a dental school but is not sitting the q 


ialifying examina- 
tion because he has already passed it 


Any dental student 
who wishes to take advantage of these arrangements 
should obtain a form (N.S. 291) from any local office 
of the Ministry of Labour and National Service and 
present it, duly completed by the head of the school 
or educational establishment he is attending, to the 
Registration Clerk when he registers under the National 
Service Acts 

It is important to note that deferment for men to take 
a course at a university or dental school for a full-time 
course of instruction is dealt with by the University 
joint Recruiting Boards and dental students who wish 
to apply for deferment, or extension of deferment, for 
this purpose should make an application on form Misc. 20 
to the appropriate Board. 


THE UNIVERSITY OF 
LIVERPOOL 


Faculty of Medicine 
SCHOOL OF DENTAL SURGERY 


Director 


Professor H. H. Stones, M.D., M.D.S., F.D.S.R.C.S. 


Session 1952-3 begins on 7 October, 1952 


The degree 
and Mast 


of Bachelor of Dental Surgery (B.D.S.) 
of Dental Surgery (M.D.S.) as well as 
a Licence in Dental Surgery (L.D.S.) are conferred 
by the University. Arrangements are also made 
for students who desire to obtain the L.D.S. 
of the Royal College of Surgeons of England. 


The courses of study in the School are open to 
both men and women. 


The course for the degree of B.D.S. takes five and 
a half years, the course for the Licence takes four 
and a half years. 


The first, second and third year courses are taken 
in the Science and Medical Departments of the 
University. The Clinical Instruction and Practice 
are undertaken in the Dental Hospital 

A prospectus, price Is., 
application to the 


Liverpool, 3. 


obtained on 
University, 


may be 
Registrar, The 
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BRITISH DENTAL ASSOCIATION STUDENT 
MEMBERSHIP 
DENTAL students who are 
Dental Students’ Association may become Student 
Members of the British Dental Association and so be 
entitled to receive a copy of each issue of the Journal. 
The subscription is either £1 for the whole period of 
such membership, or 10s. per annum 
Forms of Application for Student Membership of the 
Association can be obtained from the Dental Students’ 
Society of each of the Dental Schools. 


ROBERT AND LILIAN LINDSAY LIBRARY 

THt Library contains all the principal English and 
American dental books, some foreign and some medical 
and scientific works; a catalogue of those 
published since 1936 is available price Is 
may be borrowed at one time. Supplementary to the 
books are the “ packages which are 
articles on various dental topics. These are frequently 


revised and may be borrowed in the same way as the 


books. 


Special Facilities for Postgraduate Stud 

Special arrangements are made for members 
who are reading for one of the higher examinations 
The number of books allowed out at one time and the 
length of time allowed for reading are increased as far 
as the demands of other readers will allow 

Copies of previous examination papers may be obtained 
from the library and suggested reading lists have been 
prepared for the F.D.S. (London 
H.D.D., and D.D.O. examinations. 


members of the British 


in English 


Three books 


collections of 


those 


and Edinburgh), 


Incorporated 1505 


ROYAL COLLEGE OF 
SURGEONS OF EDINBURGH 


COPIES OF REGULATIONS 


for the FELLOWSHIP LICENCE, FELLOWSHIP 
IN DENTAL SURGERY, and LICENCE IN 
DENTAL SURGERY, containing Dates of Exam- 
inations, may be had on application to 


DAVID THOMSON 
Clerk of the College 
Surgeons’ Hall 
18 NICOLSON STREET, EDINBURGH, 8 


INCORPORATED 


-DENTAL HOSPITAL OF IRELAND 


and Dental School, 
LINCOLN PLACE, DUBLIN 


1952-1953 


The Winter Session commences the First Monday in 
September. 

Open to Men and Women Students. 

Clinical instruction is given daily by the Visiting Staff 
and Demonstrators. 

Post-Graduate Courses are given in various subjects 
at stated times. 

For further particulars 
Mechanical Pupilage, apply to 


and information as to 


The Dean. 


‘ 
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ST. ANDREWS UNIVERSITY 
DENTAL SCHOOL 


(MEDICAL BUILDINGS AND DENTAL HOSPITAL, DUNDEE) 


The Dundee Dental School is under the administration of the University of St. Andrews. 
. The lectures are delivered in the Medical School, Dundee, and the Lecturers are Professors or Lecturers in the 
University. 

The Dundee Dental Hospital, where the practical instruction is given, has been extended and the equipment made 
up to date, and a Dental School is being built. 

The University confers the Degrees of B.D.S., M.D.S. and D.D.Sc., and a Diploma in Public Dentistry. Holders 
of the St. Andrews L.D.S. may take, in other recognised Institutions, the course of study for the D.P.D. For the 


* Degree of B.D.S. not less than three years of study must be spent in the University of St. Andrews. 
} The curriculum for the B.D.S. extends over five years. The Composition Fees for the courses of instruction 
are £140 forthe B.D.S. In addition, there are Fees for instruction in Practical Dental Mechanics, amounting to about 


£78 15s. for the B.D.S., and the Degree or Examination Fee of £30 9s. (B.D.S.) and annual matriculation fee of 
| £2 12s. 6d. and laboratory fees of small amounts. The Composition Fee for the D.P.D. curriculum is £36 15s. and 
the Diploma or Examination Fee is £5 Ss. The fee for the M.D.S. Degree is £15 15s. and for the D.D.Sc. 
| Degree £21. 


The Dental Students are incorporated in the University and take part in all student activities including athletics. 


' Courses of instruction embrace the following: Physics, Chemistry, Zoology, Botany, Anatomy, Physiology, 

: Pathology, Bacteriology, Public Health, Medicine, Clinical Medicine, Surgery, Clinical Surgery, Anesthetics, 

j Venereal Diseases, Radiology, Dental Therapeutics, Dental Anatomy and Physiology, Dental Histology, 

Operative Dental Surgery, Dental Mechanics and Prosthetics, Dental Metallurgy, Dental Materia Medica, Dental! 

Surgery and Dental Pathology, Dental Diagnosis, Orthodontics, Dental Bacteriology, Oral Surgery, Oral Hygiene, 

— Radiology, Dental Jurisprudence, Diseases of Ear, Nose and Throat, Dental Prosthesis, Dental Diseases 
of Children. 

Before acceptance the student must obtain the Certificate of Fitness of the Scottish Universities Entrance Board. 

For full particulars apply to the Adviser of Studies, Dental — Park Place, Dundee. 


UNIVERSITY OF EDINBURGH 
SCHOOL OF DENTAL SURGERY 


1952. 


THE NEXT SESSION WILL COMMENCE ON TUESDAY, 71H OCTOBER, 


Students are admitted for the Course leading to the Degree of Bachelor of Denta! Surgery 
, (B.D.S.) of the University. The University also grants the degree of Master of Dental 
Surgery (M.D.S.) and Doctor of Philosophy (Ph.D.). 


The inclusive class fee for the five years’ B.D.S. course is £240, payable in a first instalment 
of £40 and four annual instalments of £50. In addition, Matriculation and Professional 
examination fees amount to 41} guineas. The cost of workroom tools and hospital instruments 
is approximately £55. A small repayment will be made by the Hospital Authority for the 
use of instruments during the student’s period of dental hospital practice. The cost of books 
may be estimated at £15 to £20 p.a. 


Further information may be obtained on application to the Director of Dental Studies, School 
of Dental Surgery, 31, Chambers Street, Edinburgh, 1. 


Director of Dental Studies: Proressor A. C. W. HuTCHINSON, D.D.S., M.D.S., F.D.S., F.R.S.E. 
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Means shape ends .. . 


Progress in aental technique depends 
to a great extent upon the dev elop 
ment of the materials with which the 
dentist works. 


In recognition of this, the Johnson 
Matthey range of dental alloys has 
been created to meet every need of 
the practitioner or the mechanic, no 
matter how difficult the problem, or 
how advanced his methods. 


Publication 


1870, “Dental Products 
sent free on request, describes the compre 
hensive series of alloys and miscellaneous 


material available to the profession. 


Johnson al Johnson Matthey Dental Alloys are 


available from the principal dental 


Matthey supply houses. 


JOHNSON, MATTHEY & CO., LIMITED, HATTON GARDEN, LONDON, E.C.! 
Telephone ; HOLborn 6989 
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P.M. 


MAGNETIC 


SPECIAL MAGNETS ARE NOW AVAILABLE 
FOR CLOSE BITES — ON REQUEST 


* 
P.M. Magnetic teeth are the perfect answer for obtaining 
the best possible retention and yet the patient experiences 
no unusual reactions except greater comfort and enjoys 


better facilities for speech. 


AN ORALITE PRODUCT 
FROM THE SOLE WORLD DISTRIBUTORS 


R. LORD & CO., LTD. 
BLACKBURN 
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INTRODUCING THE 


“EASTMAN”? 


DENTAL 


MOUTH 


PRICE 15/- EACH 


PLATED METAL WITH REPLACEABLE RUBBER 
INSERTS EASILY STERILIZED 


SOLE AGENTS AND DISTRIBUTORS: 


HILL BROS., (HULL) LTD. 
27, PARK STREET, 
HULL, ENG. 


A MUST for 
tens of 
thousands 
of denture 

wearers 


...with 
the moral 


support of 
their dentists 


Gets plastic 
dentures spotless 
in 30 seconds 


Professional samples available for 
your own testing and distribution 


Suppliers to the 
dental profession and 


trade: |. S. Cottrell & Co.,] to patients, from... 
15-17 Crarlowte | KRAUTH CHEMICALS LTD 


WEYBRIOGE* SURREY 


XXVii 


A GERMICTIDAL 
TOILET SOAP 
FOR DENTISTS 


CIDAL Soap ts particularly 
useful to members of the 
dental profession, because it 
provides protection against 
infection, for both dentists 
- and their patients. CIDAL 


= — is not only a high-grade, 
triple-milled toilet soap. It 
has remarkable germicidal 
— properties because it con- 


tains 2 per cent of Hexa- 
chlorophene. 


Hexachlorophene (2: 2 -dihydroxy-3: 
hexachlorodiphenylmethane) is colourless, odourless, 
non-irritant and non-toxic. It is 12§ times more effi- 
aient than carbolic acid at 37 C against Staphylococcus 
aureus, and possesses a high dilution coefficient 


The Hexachlorophene in CIDAL purifies the skin 
by attacking the bacteria which settle deep within folds 
and pores, and forms an anti-bacteria barrier which 
gives protection until the next washing. It is invaluable 
in preventing secondary infections of minor cuts and 
abrasions 


CIDAL is also recommended for personal hygiene, 
since it destroys the bacteria which ferment perspiration 
and cause unpleasant body-odours. 


CIDAL has no germicidal smell. It has the light fresh 
scent of a good toilet soap, and is liked by both men 
and women. 


at all good chemists 


Members of the Dental Profession are invited to write for 
samples of CIDAL Soap to the Technical Sales Department 
(Hygiene Division), J. BIBBY & SONS LIMITED, 
KING EDWARD STREET, LIVERPOOL 3 
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The teeth 
that speak 


for themselves... 


You should 


“TRUPLASTIC” 


Acrylic 


(Anteriors and Posteri 


because 


They are made in a 


They are individually shaded 
are ideal for cases, 


are made be a special 
to eliminate porosity. 


Their excellent 
time in setting up. 


They are reasonably 


Ask your dealer! 


“TRUPLASTICS” are made in England by 
JOHN G. RIGBY LIMITED 


WELL LANE, NESS, NESTON, WIRRAL, CHESHIRE 
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THE NYLON SURGERY JACKET 
It's New. Hygienic Economical! 


Designed for comfort. 
smart appearance and 
perfect hygiene, the 
Surgery Jacket is made 
from 100% pure nylon 


material. 


@ SUPERBLY TAILORED AND 
FINISHED 

@ DOUBLE BREASTED WITH ROLL 
COLLAR 


@ EASILY WASHED - WILL NOT 
SHRINK 


@ REDUCES LAUNDRY EXPENSES 
@ IRONING NOT ESSENTIAL 
@ EXTREMELY HARD WEARING] 


The Nylon Surgery Jacket will be ready for distribution on 
September 15th, and will be available in the following 


sizes: 36, 38. 40. 42. and 44. Price: £5-°5- O each. 


Obtainable from 


COTTRELL & CO. 


15-17 CHARLOTTE STREET LONDON 


Telephones: LANGHAM 5500 (20 lines) Telegrams: “Teeth, Rath, London” 
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Consider Palladium... 


A Precious metal which in 
the new dental alloys has 


much to otter to modern 


dental surgery in its safe 
and lasting properties. 
PLATINUM METALS. DIVISION 


The Mond Nickel ¢ ompany Ltd. 


SUNDERLAND HOUSE * CURZON STREET * LONDON * \ 
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WITHOUT IRRITATION 


However fine a specimen of prosthetic art you 
may have constructed, there are times when 
Corega will prove invaluable. The new 
denture case, the highly nervous patient, 
the denture-sore mouth —these and similar instances are indications for the use 
of Corega. A sprinkle of Powder on the plate provides a suction bond which 
gives perfect adhesion and enables the inexperienced patient to talk, laugh and 
eat with complete confidence and comfort the first day. 
it helps the patient to obtain muscular control of the denture and grow quickly 
accustomed to its presence. 


Please send for samples which will be sent to you as 
always—promptly and without charge. 


COREG. 


PROMOTES DENTURE COMFORT 


COREGA CHEMICAL CO., Mill Green, Hatfield, Herts. 
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Built and designed for maximum comfort 
and long trouble-free service and with many 
distinctive features incorporated in design, 
the Alston Motor Chair is unique amongst 
all others. Streamlined in appearance and 
providing an extremely low position of 144 
inches coupled with an adequate clevating 
range, rising to 30$ inches Movement is 
obtained quickly and smoothly by depress- 


THE ALSTON 


MOTOR CHAIR 


ing the appropriate foot control switch. Both 
left and right control switches are provided 
Locking is automatic. Armrests lowered by 
single lever action. Headrest pads are of 
the conventional roll or anatomically formed 
type. All working parts are totally enclosed 
All bright parts heavily chromium plated, 
cellulose enamelled finish in our standard 
range of colours. Black leather upholstery 


MOTOR CHAIR 


Obtainable on the DENTAL RENTALS scheme, full particulars from :— 


THE DENTAL MANUFACTURING CO. 


PORTLAND STREET, 


BROCK HOUSE, 97 GREAT 


LTD 


LONDON, W.1 
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The 
NON-BLEACHING ACRYLIC TEETH 


Manufactured by 


Sole Agents for Great Britain 
ORAL PLASTICS LTD. Aik HAWLEY & YATES 
The Acrylic Teeth Specialists (DENTAL DEPOT) LTD., 
LYTHAM, ST. ANNES, reave 38 SNOW HILL, 
BARCASHEIRE 


BIRMINGHAM, 4. 
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All sizes and gauges of sheet, gauze, wire 
ind banding materia! are available and 


re slied from stock 
are supplied 


The Magnus Metal threaded Expansion Arch is a new and 
popular speciality. It is supplied complete with nuts, split 
sleeves, and counter bored tubing for attachment to molar bands 


The Magnus Metal Backing with Tag for attachment in plastic 


is Specially strengthened and is invaluable in cases of closed 
bite 


Typical applications of 
MAGNUS METAL in special sec 


035° (9 mm.) Magnus Metal Wire high Labial Arch 

carrying mm.) strong Apron Spring 

Magnus Meta! incisor band from -004” strip, ligatured 

to a labial bow with -013” soft Magnus Wire 

035” Magnus Metal labial bow carrying a -015” (-4 mm.) 
wrapped canine retractor. 
Arrow head crib wires from -028” (-7 mm.) Magnus 
Meta! Wire. 

. Assorted half-round Clasp Forms, ready tapered, 
save much fitting time 

042” (1:1 mm.) Lingual Arch carrying -015”, ° / 
Friel Spring i 


The PAL-LIN BAR 


Available in half-round or oval sec- 
tion, in three sizes, for either palatal 
or lingual purposes. We will construct, 
upon request, Bars of special lengths 
without any increased charge. 


c.£L.E. ATTENBOROUGH LTD. 


DENTAL MECHANICS AND DENTAL BRUSH MANUFACTURERS 


VISCOSA HOUSE GEORGE STREET NOTTINGHAM 
Telephone: NOTTINGHAM 40374 Telegrams: LATERAL.NOTTINGHAM 
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Mn Of Cad 


of 


as 


The superiority 
“Milk of Magnesia’* 
mouthwash 


an alkaline 


ittributable to its 
unique physical characteristics. By means of a 
special process of manufacture. freshly precipi- 
tated magnesium hydroxide of pharmacoperial 
purity is re-dispersed to form a stable and homo- 
genous suspension. This form of presentation 


ensures intimate and prolonged contact of the 


THE CHAS. H. 


HILLIPS CHEMICAL 
** Milk of Magnesia’ 


COMPAN 


is the trade mark 


“Milk of Magnes 


SUPERIOR ALKALINE 


minute particles of magnesium hydroxide with 
the oral membranes, thus not only neutralizing 
local but providing 
alkalinity of the oral cavity. 


acidity also sustained 
*Milk of Magnesia” is also the therapeutic 
agent of choice in the treatment of stomatitis. 
ulceration, inflammation of the gingiva and 
other conditions where an antacid mouthwash 


is of marked value. 


REGD 


WAY, 


MOUTHW ASH 


Y LIMITED, | WARPLE LONDON, W.3. 


of Phillips’ preparation of magnesia, 


Consider the new features of the 


vw 


w 


LATEST 
EEZICUT 


Adjustable, graduated platform 


Reversible coarse grit wheel 


Non-spray collar 


ASK YOUR DEALER TO DEMONSTRATE 
THESE NEW FEATURES 
Sole World Agents :— 
THE 
F. H. WRIGHT DENTAL MFG. CO. LTD. 
6-8 Peter Street, Dundee 


PHONE : DUNDEE 6177 TELEGRAMS ‘BURS 
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SCOTLAND 


CHROME COBALT 
STAINLESS STEEL 
ORTHODONTICS 


The success of any great structural achievement depends on the 
meticulous survey and design ! 


The fabrication of Chrome Cobalt Partial Dentures demands 
the same exactitude by Croform Qualified Technicians. 


Entrust Your Castings to a Fully Lquipped Licensed Laboratory 
LOTHIAN DENTAL LABORATORIES, EDINBURGH 1 
PHONE: BYPASS 4209 TELEGRAMS: STAINLESS 


PERMANENT 


ARNOLD’S 


UROCOLOR BOXES & (as WRAPPERS 


NEW SIMPLICITY OF PRECISION TECHNIQUE 


PERMANENT are “‘ just the job”’ 


ACRYLIC SHELL ORTHODONTIC ORTHODONTIC 
CROWN ») MODEL MODEL 


NATURAL mucti-rone STORAGE POSTAL 

@ READY TO USE 


Anteriors and Posteriors 


Duracolor Shelli Crown filled with cold-curing acrylic forms 
a solid chemical union 


Samples a Prices 

—— gladly on 
POLY-PLAST FAMOUS SWISS sent : 

COLOUR-CONSTANT COLD-CURING ACRYLIC 


@ FOR DIRECT FILLINGS, INLAYS, CEMENTING 
@ FOR SHELL CROWN TECHNIQUE, ETC 
3 Colour Assortment 38 - 
D. ARNOLD & CO. LID. 
Sole Wholesale Agents: CARDBOARD BOXMAKERS & PRINTERS 


request 


100 FELLOWS ROAD, LONDON, NW 3. Tel. PRimrose 0992 Phone 483! 2 


The Crown is ready for normal mastication in 15 minutes 


application 
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‘FIBER 


LAMINATES 


Combined with ‘ C.37” ensure :— 


ACCURACY with STRENGTH 
Fibercryl| may also be used with any ordinary acrylic 


Supplies available through your usual Depot 


Free Samples with full details upon request 


PORTLAND PLASTICS LTD., WEAR BAY ROAD, FOLKESTONE 
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AN ‘AMALGAMATED DENTAL’ PRODUCT 
Originated by 

de Trey Fréres S.A., Zurich 

Trade Distribution: 

Amalgamated Dental Trade Distributors, Ltd. 

7 Swallow Street, Piccadilly, London, W.1 4 


Published by the British Denta! Association a: 13, Hill Street, Berkeley Square, London, W.1, and Printed in England 
by Staples Printers Limited at their Great Titchfield Street. London, establishment. 


1 
The EVRITON > mixing technique \eaves 
nothing *° chance- The use of predetermines 
is calculated to provide ynisormity of 
result. simple manipulations easy applications 3 
ample working time, and rapid pardening are 
characteristics of the cEVRITON technique: 
RITON’ gatistactorly answers ali the known 
problems associated with plastic qlling materials. 
It has 4 packeround 
\ of guccesstul clinical test. = 
| 
\ 
| SEVRIT consistent results 
Regd. N 
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